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ADVERTISING 


Advertising is good for the consumer July 15. 

Alabama Power cancellation of all advertising 
because PSC disallowed it as a regular bus- 
iness expense brings protest from media, 
but PSC stands pat awaiting a court ruling 
Nov 

Oregon PUC requires utilities to identify who 
is paying for ads--ratepayer or stockholder 
and limits ad expense to 0.5% of net income 
Aug 


AIR CONDITIONING 


Arkansas P&L tests management of air condi- 
tioning Aug 15 

Ohio Power single chart speeds voltage flicker 
evaluation Sept 

Three utilities perform tests which show cool- 
ing demand controls look good July 15 


APPLIANCES 


Alabama Power residential appliance saturation 
studies help get curtailment data Dec 1.... 

Assn of Home Appliance Mfrs reports that ship- 
ments of major appliances show sustained 
growth for first half of 1976 compared to 
1975 Aug 


ASSOCIATIONS 


Administrative Management Society: Study: How 
much do middle managers earn? Sept 

Aluminum Assn: BPA's Don Hodel tells AA annual 
meeting that the nation will not stand by 
and watch 30% of aluminum production go down 
the drain Nov 15.. 

American Nuclear Society: ‘Nuclear Power & the 
Environment: Questions and Answers'' a book 
available from ANS Oct 


American Public Power Assn: Energy 
or curtailmant Nov 
Examines lifeline rates, energy policy Aug | 
Assn of Edison Illuminating Companies: Demand 
controller shaves winter peak Oct 
Assn of Home Appliance Mfrs: Reports that 
ments of major appliances show sustained 
growth for first half of 1976 compared to 
1975 Aug 
Says proposed California regulations to re- 
duce energy use by refrigerators and air 
air conditioners are in conflict with na- 
tional appliance efficiency plans Sept 15. 


Atomic Industrial Forum: Annual conference 
Dec 
Nuclear plant commitments worldwide total 
568,544 Mw July 
AMF position papers says US should supply 
reprocessing and enrichment services on 
world market to reduce motivation for non- 
nuclear weapons nations to build their 
own facilities Aug 
AIF and two other organizations urge early 
national waste disposal program Nov 15.. 
Washington Comment: Policy by default (AIF 
documents) Dec 15 
CIGRE: Belgium assesses security evaluation 
(CIGRE meeting) Nov 
System problems again global in scope Nov 15 
Edison Electric Institute: EE! chairman, 
Floyd Lewis says numerous needs still exist 
that can be helped by economic or area de- 
velopment Nov 
EE! Convention: Utilities warned to fight 
socialism 
EEI's Crawford tells Advest Seminar investor 
owned electric utilities need to raise 
$110-billion in five years Dec 
EEIl and EPRI study shows that US utility 
industry compares unfavorably with 
Europe's Sept 
Interview with Floyd Lewis, newly elected 
chairman of EEIl: The all-electric economy 
is coming July | 
EE! Load Management Task Force publishes 
survey which scrutinizes load management 


EE! publishes book "Economic Growth in the 
Future" which issues a new call for action 
to remedy the country's worsening energy 
situation Sept 

EE! reports 160 rate increases were approved 
during first three quarters of '76 Dec 15. 

EE! revises "All Weather Comfort Guidelines" 
Oct 

EE! says continued cooperation between uti- 
lity and coal industry is imperative Aug | 

EE! will shift up to 30 professional staff 

: 


peopte from NY to Washington, DC, by mid- 
1477. Proposed merger with NAEC rejected 
Oct : 

Utilities continue to make big cutbacks in 
planned projects because of antinuclear 
campaigns Aug 

Electric Utility Fleet Managers' Conf 
session highlights fleet managers 
July 
Institute of Electrical & Electronics Engineers 

(1EEE) New type of station-type arrester 

discussed at IEEE summer power meeting Dec 15 

Technique allows study of cable use pros- 
pects (IEEE Underground Conference) Nov | 

Summer Power meeting: GE and NY Power Pool 
develop method to analyze adequacy of a 
pool's generating capacity to give more 
down to earth indications of system per- 
formance Sept 15 

Summer Power meeting: Discusses state esti- 
mator that represents an equivalent of 
external systems and a test comparison of 
synthetic insulators for 735 kv Sept |.. 

Underground show has greater potential Nov 1! 

National Ash Assn: Several states consider 
designating flyash a natural resource; NAA 
stresses importance of upgrading ash produc- 

tion Sept 15 


National Assn of Electric Companies: EE! will 
shift up to 30 professional staff people 
from NY to Washington, DC by mid-1977. Pro- 
posed merger with NAEC rejected Oct 
National Assn of Regulatory Utility Commi- 
ssioners (NARUC): Annual meeting discusses 
regulatory jurisdiction Dec 
NARUC declines to take position on Clean 
Air Act and scrubbers, leaving decision 
to each state Dec 

NARUC: EPRI says time of day pricing has 
considerable support in utility industry 
according to a report released to NARUC 
Dec 

NARUC names advisory board to give FPC its 
view on discriminatory wholesale-retail 
rates Sept 15 - 

NARUC study reports at least 13 state requ- 
latory commissions have ordered or received 
audits of electric utility management by 
independent consulting firms Nov 
National Coal Assn: Presidential veto of fed- 
eral coal leasing bill is overriden by wide 
margin in both houses of Congress (NCA 
opposed the bill) Sept 
NCA says US will mine and burn record 
amounts of coal in 1976 Aug 1 

US will mine a record 665 million tons of 
coal in 1976 despite 4-week wildcat 
strike 





Utilities expected to consume 443 million 
tons of coal this year Nov 
National Electrical Manufacturers Assn: 
annual meeting Dec 
Prepares a four-pronged push to publicize 
zonal vs central heating report Dec 15.. 
Pacific Coast Electrical Assn: Meeting dis- 
cusses capacitor failures Sept 
NRC chairman Marcus Rowden tells PCEA that 
he calls for pragmatic perspectives on 
nuclear issues July 1 
Pennsylvania Electric Assn: PEA president says 
utility consumers in Pa. have paid more than 
$137-million in hidden state taxes in past 
seven years Dec i 
Southeastern Electric Exchange: Ohio PUC comm- 
issioner tells SEE Marketing meeting that 
utility management is disregarding small 
consumers’ reaction to utilities growth Dec | 


AWARDS 


EEl 


Honors and awards 


B 


Convention: July 15... 


BATTERIES 


GE to develop superbattery that could be used 
by utilities for bulk energy storage under 
contract to EPRI Dec 


BOILERS 


Boiler implosions analyzed Sept 
A way to avoid boiler implosions 
by Con Edison engineer Dec 


is devised 


EE! publishes book "Economic Growth in the 
Future'' which issues a new call for action 
to remedy the country's worsening energy 
situation Sept 

"Nuclear Power and the Environment: Questiuns 
and Answers'' a book available from the 
American Nuclear Society Oct 


C 


CABLE 


Con Edison's senior engineer discovers distri- 
bution cable believed to have been installed 
between 1882 and 1884 Sept 

Florida Power Corp uses solar energy to cut 
UG-cable sheath corrosion Sept 

Grontmij N.V. (Netherlands) deep-dig trencher 
also handles cable Aug 15 

Technique allows study of cable use prospects 
Nov 

Underground cable systems 
Oct 


CAPACITORS 


T&D special report 


Increases in capacitor failures worries 
utilities 


CAPACITY ADDITIONS 


FPC releases new estimate 


of capacity 
additions 


Dec 


Connecticut Power Facility Evaluation Council 
rates two utilities on forecasts Oct 15... 


CIRCUIT BREAKERS 


Computer tests ACBs with speed and accuracy 
Oct 
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COMMUNICATIONS 


CATV seeks 
Oct 

FCC recommends cross-band radio-communications 
link between nuclear plants and local police 


law on fees for pole attachments 


Ohio PUC commissioner tells SEE marketing meet- 
ing that utility management is disregarding 
small consumers' reaction to utilities 
growth ideas Dec 

Ontario Hydro studies troadcast-band AM radio 
stations to act as transmitters method 
of load management Nov 

Solar powered radio repeater for mountain work 
Sept 

Study assesses automated distribution systems 
communication alternatives Dec 


ina 


COMPUTER 


Automating data gatering and operating func- 
tions of transmission and distribution sub- 
stations appears economically feasible by 
using common digital data base Sept 

Computer tests ACBs with speed and accuracy 
Oct 

Computer program eases choice of grounding 
systems to be installed at transmission 
line towers Aug | 

Detroit Edison information system speeds re- 
trieval Oct 

FPC proposes new plant report form to collect 
in computer retrievable format data submitted 
on 10 other FPC forms Oct 

NY State E&G uses computer to manage distribu- 
tion construction Dec 

SCADA aids distribution operation 

Time-sharing: Bigger and better Oct 


Oct 


Shop-tubing of condensers wins converts Sept 15 


CONDUCTORS 


Alabama Power conducts vibration tests to prove 


damper benefits July 

Pennsylvania Electric studies effects of in- 
sulated conductors and closer phase spacing 
on 115-kv lines to reduce R-0-W requirements 


CONSERVATION 


Assn of Home Appliances says proposed Calif. 
regulations to reduce energy use by refrig- 
erarators and air conditioners are in con- 
flict with national appliance efficiency 
plans Sept 

California Energy Commission adopts energy- 
conservation standards for refrigerators, 
freezers, and air conditioners Nov 

Conservation program involving 6.7 million 
homeowners in 10 states slated to begin 
Sept | 

Consumers Power has most cost efficient home 
insulation program in Michigan says PSC 
See Too chsaddtacwasiewwcaicmseuenes wee sack 

Metering device recently shown to Executive 
Subcommittee of FEA promotes conservation 
Sept 

Portuguese government restricts consumption of 
electricity due to low water levels in reser- 
voirs Aug 

Seattle City Light unveils conservation plan 
to cut 20% of its projected load by 1990 Dec 


CONSTRUCTION 


Arizona legislators urge construction of Palo 
Verde N-plant in a statement signed by 74 of 
the state's 90 lawmakers Sept 

Construction permits have been issued for Palo 
Verde nuclear station 


19 


FEA claims a special task force reduced con- 
struction delays for 17 utilities Oct Decne 
FPC approves pumped storage plant for PG&E 


FPC sets limit on work in Progress Oct 15 
FPC votes tentatively to give electric utilities 
only a small fraction of financial relief for 


cost of generating facilities under construc- 
tion Nov 


Houston L&P has reactivated its planning for 
Allens Creek on modified schedule Oct |... 

Interior secretary Thomas Kleppe joins fight 
over Bailly nuclear plant July 15 

Intervenors intend to continue fighting con- 
struction of Bailly nuclear plant planned 
by Northern Indiana PS Dec 

Low risk construction contracts--a way out? 
Sept 15 

Manufacturers Hanover Trust signs revolving 
credit agreement with Wyodak Construction 
to complete US's largest air cooled coal 
fired steam electric generating plant July | 

Montana Power gets approval to build two more 
700 Mw coal fired units at Coalstrip July 15 

Nebraska Power Review Bd examines NPPD appli- 
cation for permit to construct coal fired 
Gerald Gentleman Unit 2 duplicating to some 
degree a coal fired plant near Doniphan 
Nov 

NY PSC approves construction of 122 miles 
of proposed 765 kv line from Ft Covington, 
NY to Marcy, NY Aug | 

NY State E&G uses computer to manage distri- 
bution construction Dec 

Northern Indiana PS begins construction of 
Bailly N-plant despite protests Dec 15.... 

Presidential Task Force on Power Plant Accel- 
eration says construction has expedited 
Nov 


Underground cable systems: T&D special report 
Oct 


CONSUMERISM 


As postal rates rise, 
better July 

California Assn of Utility Shareholders opposes 
bill that would put the weight of state be- 
hind utility residential consumer organiza- 
tion Sept 

Consumers Power customers think refund checks 
were bills and automatically returned both 
the checks and personal checks for the same 
amount as refund Dec 

Great Britain's Electricity Council rejects 
report calling for abolition of authority 
disconnect customers for nonpayment of 
bills July 

North Carolina PUC warns utilities to tell 
potential customers about alternatives to 
deposits for new service Aug 

Ohio PUC commissioner tells SEE marketing 
meeting that utility management is disre- 
garding small consumers' reaction to utility 
growth ideas Dec |. 

Ohio utilities try to meet challenge of public 
disenchantment over rising lectric rates, 
set up an informational network redirected 
at the nuclear issue Sept 

Pennsylvania's Gov Shapp signs bill 
a consumer advocate 
Sept 


hand delivery looks 


creating 
in State Justice Dept 


CONTROL CENTER 


Florida Power Co uses control 
mote cost savings Aug 
Wisconsin Electric Power converts to digital 

control system July 1} 


center to pro- 


COOLING TOWERS 


Kaiser Engineers and General Atomic develop 
program to evaluate cooling system optimiza- 
tion July 

Spray Canal is problem at Quad Cities July 


CORPORATE CHANGES 


CEGB replaces chairman Sir Arthur Hawkins with 
Glyn England next June 30 Dec 15 





Duncan Electric Co advises shareholders. to 
accept cash offer from Amerogyr Inc Oct 15.. 

EE! will shift up to 30 professional staff 
people from New York to Washington, DC by 
mid-1977; proposed merger with NAEC rejected 
Oct 

Electrical World is looking for two utility 
engineers July 

Electrical World: Are you looking for a way in? 

EW is looking for a new Transmission/Systems 

editor 
is cleared to acquire Utah International 

by Justice Dept Nov 

Georgia Power is joined by coops and munis 
ownership of Vogtle plant Oct 

Green Mountain Power re-establishes marketing 
department in major reorganization of cor- 
porate structure July 

Kennecott “copper agrees to sell Peabody Coal 
to Newmont Mining Corp Nov 

Kennecott Copper refers two offers for purchase 
of its Peabody Coal Co to its board of 
directors Oct 


North Carolina files incorporation papers to 
form a new muni power agency . 
NRC's Ronald Fluegge resigns nis reactor-engi- 

neer post at NRC Nov : 

PG&E revamps top management following accident- 
al death of its chairman, Shermer L. Sibley 
Aug 15 sense 

Possible Cleveland Electric Vuminating take- 
over of a battered Cleveland municipal 
system Oct 

PS of Colorado and Home Light & Power explore 
merger possibilities 
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GE 


Epoxy coating controls pump erosion Dec 15... 42 


D 


DISTRIBUTION--OVERHEAD 


Automating data gathering and operating 
functions of transmission and distri- 
bution substations appears economically 
feasible by using common digital data 
base Sept l.... 

Carolina P&L uses wood substation design 

Sept 15..... 

Consumers Power uses A.B Chance power 
installed screw anchors in locations 
accessible to mobile installating 
equipment to increase reliability and 
cut costs Aug |..... 

ERDA study details availability of dis- 
tribution system material through 2000 

Nov 15 

Engineers Forum: Can we standardize distri- 
bution transformers Nov 15..... 

Epoxy adhesive pressure bonds insulator 
elements Nov 15... 

Increase in capacitor failures worries 
utilities Sept 1... 

Metropolitan Edison Co uses ac-compensated 
CT tester, saves time Nov |.... 

NY State E&G uses computer to manage distri 
bution construction 

Ohio Power single chart speeds voltage 
flicker evaluation 

SCADA aids distribution operation Oct 15... 

Study assesses automated distribution sys- 
tems communication alternatives Dec 15. 

T&D construction survey Aug 15. 

Westinghouse's Z-metering: An alternative 
for 3-phase loads Aug |.... 


36 


95 


DISTRIBUTION--UNDERGROUND 


Baltimore G&E uses fusible vacuum switch which 
offers flexibility July 15..... 

Florida Power Corp uses solar energy to cut 
UG-cable sheath corrosion Sant Vewcccse 

Florida P&L operates old elbow connectors 
confidently Mow P.cccece 

Georgia Power and Kearney conduct tests to 
analyze surge propagation 

IEEE Underground Show has greater potential 

Nov I....e0. 


TéD Construction survey Aug 15.....+ 


Underground cable systems: A special TéD 
report GSE Baccsicss 


43 
Vacuum switches broaden UG job options Oct 15. 


48 
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EDITORIAL 


Advertising is good for the consumer 

California vote: 
July 

Cut in appropriations misleading Aug | 

Don't count on reprocessing nuclear fuel Nov 15 

Good, better, best Oct 

Nuclear goals call for commitment Sept 

On-site plants merit a fresh look Dec 15 

Underground show (IEEE) has greater potential 
Nov 

What makes a professional 
Sept 

Where do we go from here? Dec 

Who regulates the regulators? 

Yesterday was 1982 


July 15. 
A knockdown, not a knockout 


society professional? 


ELECTRICAL WORLD 


Electrical 


World is looking for two utility 
engineers 


July 

Are you looking for a way in? Electrical World 
is looking for a new Transmission/Systems 
editor 


EMPLOYEE TRAINING & WELFARE 


IEEE Utility Dept talks: 
Dec 
Vepco uses nuclear simulator to streamline 


operator training July 15 


Pay is top issue 


ENERGY MARKETING 


Alabama Power study of residential use of elec- 
tricity determines level of kwhr use July 1 

Alabama Power residential appliance saturation 
studies help get curtailment data 

Arkansas P&L study looks at 
Aug | 

As postal rates rise, hand delivery looks 
better July 

Assn of Home Appliance Manufacturers reports 
that shipments of major appliances show sus- 
tained growth for first half of 1976 compared 
to 1975 Aug 15 


Says proposed California regulations to re- 
duce energy use by refrigerators and air 
conditioners are in conflict with national 
appliance efficiency plans Sept 

California Energy Comm adopts energy-conserva- 
tion standards for refrigerators, freezers, 
and air conditioners Nov 

California PUC has established lifeline rates 
for all utilities in state Aug 

Consumers Power has most cost efficien* ‘ome 
insulation program in Michigan, says PLC 

Sept 15 


Dec |.... 
insulation buying 


Consumers Power survey shows time of day rates 
may not shift load Sept 15 
Dallas P&L and GE studies sun's impact on 
heat pump Dec 
Delmarva P&L will require security deposits 
from poor payment record customers after 
September | Sept 
Demand controllers get mixed reception 
Dow Chemical foundation insulation: 
save energy Aug 
EEl: Interview with Floyd W. Lewis, newly elect- 
ed chairman: All-electric economy is coming 


Nov 
@ way to 


15 102 


EE! publishes book--"'Economic Growth in the 
Future'' which issues a new call for action 
to remedy the country's worsening energy 
situation Sept 


EE! revises "All Weather Comfort Guide- 
lines" Oct 

Electric vehicle R&D and commercialization 
bill becomes law 


Energy industrial centers in which private 
manufacturers participate in production of 
electricity and utilities share steam with 
manufacturers is discussed July 

Energy Utilization Systems conducts study of 
homes with zoned electric baseboard heating 
and air conditioners Nov 

FPC accounting system is amended to require 
more detailed information on nonpromot ional 
customers assistance, advertising, etc July 

Green Mountain Power Corp re-establishes de- 
partment in manor reorganization of corpor- 
ate structure 


Two innovative rates get high marks Nov 1... 
Growth rate of energy use per job is projected 
to average 1.8% per yr Dec 
McGraw-Hill Information Systems' F.W. Dodge 
Div says construction of new housing units 
were up 23% in second quarter of 1976 Oct 1.. 


NERC warns that US has moved closer to a severe 
electrical energy crisis Oct 

NEMA prepared a four-pronged push to publicize 
its zonal vs central heating report Dec 15.. 

Northern California unusual heat wave in June 
sends consumption of electricity tO record 
peaks Aug | 

Ohio Power single chart speeds voltage flicker 
evaluation Sept 15 

Ohio utilities try to meet challenge of public 
disenchantment over rising electric rates, 
set up an informational network redirected 
at the nuclear issue Sept 

Portland Dept of PUC studies lifeline rates 
and they get a failing grade Aug 

Private and public utilities and BPA study 
ways to handle future power needs 
Northwest Nov 

Residential demand controller shaves winter 
peak Oct 

Seven Japanese prototype.electric vehicles 
begin road tests Oct 

South Africa plans $57-million electrification 
program for Soweto Aug 

SEE membership unanimously adopts heat pump 
criteria Dec 

Synthetic natural gas could cost up to $11 less 
per million Btu than electricity to supply 
energy to residential and small commercial 
customers by early to mid-80s Nov 

Three utilities perform tests which show cool- 
ing demand controls look good July 15.... 

Time of day pricing gets underway in NY Oct 1 

Utilities zero-in on insulation problems Oct 15 

Waste heat from 600 Mw power plant to be used 
by three cities in Ruhr Oct 

York is back in the heat pump business 


in Pacific 


96 
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ENGINEERS’ FORUM 


Can we standardize distribution transformers? 
Nov 

Correcting inductive interference problems: 
ul July 1 

Gauge reliability via planning contingencies: 
! Sept 
i Sept 


ENVIRONMENT 


EPA's five year program is praised and criti- 
cized by technical arm of Congress Oct 15. 

Environmentalists, utilities both dislike EPA 
rules Nov 

Florida House of Reps approves state environ- 
mental rules which are stricter than federal 
standards July 

Manitoba Hydro defies Canada's National Energy 
Bd on transmission line routing to the 
border with North Dakota Nov 15... 


North Carolina district court judge to decide 
whether a suit filed by environmentalists against 
Duke Power and NRC has sufficient merit to go 
to trial 

Sargent & Lundy study describes customizing 
transmission line R-O-W selection July 15... 

Survey work on 400 kv dc line in Minnesota is 
stopped by angry farms who contend the line 
will interfere with farming and TV reception, 
increase ozone level, and pose potential elec- 
trocution hazard Aug | 

Utah P&L 345 kv tower design combines price, 
beauty 


64 





ENVIRONMENT -- AIR POLLUTION 


—————— 


Bonneville Power Administration sponsors study 
to determine environmental effects of HVDC 
lines on plants and animals July 15.. 

Clean fuel and scrubbing compared Oct 

Commonwealth Edison installs ‘unproved' 
scrubber Sept 

Dames & Moore installs and operates air qual- 
ity forecasting system for Commonwealth Edi- 
son and Central Illinois Light Nov 

GE has project from EPA for coal desulfuriza~ 
tion by means of microwave Oct 
Interior Dept urges relaxation of overly re- 
strictive air quality regulations and produc- 
tion of more low sulfur coal Sept 

Japan's Chubu Electric Power agrees to test 
non-catalytic NO. treatment process of Exxon 
Research & Engineering Aug 

NARUC declines to take position on Clean Air 
Act and scrubbers, leaving decision to each 
state Dec 
Senate approves Clean Air Act Amendment bill 
Sept 
Sierra Pacific and Westinghouse researchers 
says government overpredicts air pollution 
in mountainous west Dec 
TVA proposes again that federal Clean Air Act 
be amended Sept 


TVA tests ionizer that mades electrostatic pre 


cipitator more efficient precharging flyash 
in flue stream 
Texas Utilities agrees to install scrubbing 
system on its Monticello Unit 3 Dec 
Texas Utilities agrees to pay civil penalties 
for alleged violation of state clean air 
laws regarding burning of lignite Nov |.... 
US Supreme Court rules federal power plants 
con't need state antipollution permits July | 
Vast deposit of nahcolite lies ready to be 
mined in Colorado Dec 


ENVIRONMENT -~ NUCLEAR 


Nuclear ban initiative firming up Sept 15.... 

Nuclear industry gets a clean bill of health 
in Pennsylvania Dec 

Nuclear moratoria: the real impact Sept 15... 

What's NE:W - Nuclear Energy: Women Aug |.... 


ENVIRONMENT -~ PLANT SITING 


California utilities view coastal zone differ- 
ently 

Coastline land use control measure gets posi- 
tive and wait and see reaction from Calif- 
ornia utilities Sept 15 

NRC studies ways to improve siting review pro- 
cedures on both national and state levels 


ENVIRONMENT ~~ WASTE DISPOSAL 


Observers object to NRC N-waste study Dec |... 

Three organizations urge early national waste 
disposal program 

daste handling problems exist and must be 
handled 


ENVIRONMENT -~ WASTE MANAGEMENT 


Rockefeller Foundation concludes that US goals 
for radioactive waste policy are unclear 
and the existing national organization will 
be unworkable if left unchanged Oct. 35.20% 


ENVIRONMENT -~- WASTE UTILIZATION 


Half the wastes generated from burning coal at 


Wisconsin P&L power plants are finding new 
uses Dec 

PG&E hopes to use wastewater from farmland to 
cool one or more Neplants Nov 


ENVIRONMENT -- WATER POLLUTION 


Kaiser Engineers and General Atomic Co develop 
program to evaluate cooling system optimiza- 
tion July 15 


McGraw-Edison converts entire capacitor pro- 
duction to non-PCB fluid Oct 

Monsanto to drop manufacture of PCB insulat- 
ing fluid by October 1977 Nov 15 

Northern States Power's Monticello N-plant 
monitors leakage of contaminants into puri- 
fied primary water system 

Potomac Electric Power's Potomac River station 
uses polybutylene to handle high temperature 
corrosion liquids in wastewater neutraliza- 
tion system Sept 

US Court of Appeals rejects EPA's thermal dis- 
charge rules in a suit brought against EPA 
by United Water Act Group 


x 


FINANCE 


Arizona PS completes $55-million financial 
sale/leaseback arrangement on newly complet- 
ed combined cycle plant Aug 15 

Blyth Eastman Dillon & Co says there will be 
a historic shift in federal fiscal policy 
to reduce or eliminate large federal budget 
deficits Sept 

California Assn of Utility Shareholders, new- 
ly formed company July 1 

California Assn of Utility Shareholders oppos- 
es bill that would put the weight of state 
behind utility residential consumer organi- 
zation Sept 

Chase Econometrics forecasts American economy 
will lose ground in 1978 Dec 1 

Connecticut Power Facility Evaluation Council 
rates two utilities on forecasts Oct 15... 

Consumers Power customers think refund checks 
were bills and automatically returned both 
the checks and their own personal checks 
for the same amount of the refund Dec 15.. 

Cut in appropriations misleading Aug 1 

Dayton P&L wants to lease Piqua municipal sys- 
tem 

EEI Convention: Utilities warned to fight 
socialism July 

EEI's Crawford tells Advest Seminar investor- 
owned electric utilities need to raise $110 
billion in five years Dec 

EE! reports 160 rate increases were approved 
during first three quarters of 1976 Dec 15. 

EPA study reveals household electricity bill 
will triple by 1985 July 15 ee 

European nations will have to turn to inter- 
national money markets to finance N-plants 


FASB issues new leasing rules Oct 1 

FPC accounting system is amended to require 
more detailed information on nonpromotion- 
al customer assistance, advertising, etc 


FPC financial report: Everything's up Oct 15 

FPC plans R&D rate case-aids Aug 15.. : 

FPC report says average cost of electricity 
increased in 1975 Dec 

FPC votes tentatively to give electric uti- 
lities only a small fraction of financial 
relief for cost of generating facilities 
under construction Nov | 

Federal tax package extends 10% investment 
tax credit, tightens minimum tax on cor- 
porations, and trims use of foreign tax 
credits by US corporations with overseas 
subsidiaries Oct 

Georgia Power asks SEC and Ga. PSC for auth- 
orization to serve as guarantor of $12- 
million loan to Harlan County Land Co to 
develop and mine coal Sept 15 si 

Georgia Power is joined by coops and munis 
in ownership of Vogtle plant Oct 1..... 


How big is the underdepreciation problem? 
Nov 

How much do middle managers earn? Sept 

Insurance pools reaffirm confidence in 
nuclear technology July 1 

IBEW Utility Dept talks: Pay is top issue 
Dec 

Jersey Central P&L proposes setting up a 
fund for decommissioning Oyster Creek 
N-plant in 2003 and Three Mile Island 
in 2008 Dec 

Library of Congress study says electric 
and gas rates of investor owned utilities 
have increased more than twice as much 
as all rate’increases in the previous 
quarter of a century Oct 

Manufacturers Hanover Trust signs revolving 
credit agreement with Wyodak Construc- 
tion Co to complete US's largest air- 
cooted coal-fired steam electric generat- 
ing plant July 1 

Marginal cost pricing of electricity is 
failure overseas Dec 

Massachusetts Energy Facilities Siting 
Council approves a forecast by 28 munis 
that estimates their demand for electri- 
city will increase by 65% over next 10 
years 

McGraw-Hill Dept of Economics survey sees 
high hopes for business spending Dec 1 


McGraw-Hill Information Systems F.W. Dodge 
Div says construction of new housing 
units were up 23% in secondar quarter 
of 1976 Oct 

Municipals, coops get windfall in sur- 
charge fight July 1 

North Carolina PUC warns utilities to tell 
potential customers about alternative 
to deposits for new service Aug 15... 

NRC proposes phasing out government in- 
demnity under Price-Anderson Oct 15.. 

Nuclear underwriters have refunded 68% of utility 

premiums and cut rates 20 Oct 

Ohio Supreme Court reverses earlier decision 

and says utilities can challenge rate hikes 


Okonite becomes largest employee owned com- 
pany in US Aug | 

Pacific P&L slims coal stockpile after audit 
Dec 

PEA president says utility consumers in Pa. 
have paid more than $137-million in hidden 
state taxes in past 7 yr Dec 

Pa's Gov Shapp signs bill creating a consumer 
advocate in Siste Justice Dept Sept 15... 

Philadelphia Electric projects savings due to 
nuclear power of 25% in 1985 Sept 

Senate Finance Committee approves stock plan 
amendment as an addition to tax bill July 1.. 
Sierra Pacific plans in crease in equity ratio 
over next 3-4 years Oct 

Teton Dam collapse in Idaho may cause hike in 
insurance rates to utilities Sept 

Undersecretary of Interior Kent Frizzell tells 
Financial Analysts Féderation that there will 
be a relocation of industry to be near sources 
of energy 

US utilities have had slowest rise in electri- 
city rates over past year July 15 

Utilities continue to make big cutbacks in 
planned projects because of antinuclear cam- 
paigns Aug 1 

Utility analysts say electric utility industry 
will need annual rate increases averaging 5% 
to 10% over next five years to fund projected 
expansions 

Utility common stocks: two views, Salomon 

Bros analysis Nov 


FLYASH 


Several states consider designating flyash a 
natural resource 


FORECAST 


Chase Econometrics forecasts American economy 
will lose ground in 1978 Dec 

Connecticut Power Facility Evaluation Council 
rates two utilities on forecasts Oct 15.... 


FORECAST SPECIAL REPORT Sept 


Editorial: Nuclear goals call for commitment 
Sept 15 





Economy shows strong signs of life; GNP reaches 
for $8-trillion by 1995 Sept 15 

Kwhr sales make sharp recovery; long range 
growth rate moves down Sept 

Delays call for a surge in nuclear capability 
at the planning horizon Sept 


FORECAST -- TABLES 


Population, households, GNP, disposable income 
Sept 

GNP will reach almost $8-trillion in 1995 
Sept 

Indices of industrial expansion and activity 
to 1995 Sept 

Population growth; new housing starts in 10-yr 
periods; and 5-yr increases in households 
Sept 

Electric utility sales, billions of kwhr Sept 

Industrial use of electricity, billions of 
kwhr Sept 

Residential and industrial sales Sept 

Residential average annual use, sales, and 
revenue (in 1976 dollars) Sept 


Growth rate of energy use per job is projected 
to average 1.8% per year Dec 

Load growth projections by Pacific Northwest 
are challenged Nov 

Massachusetts Energy Facilities Siting Council 
approves a forecast by 28 munis that estimates 
their demand for electricity will increase 
by 65% over next 10 years Sept 


FOREIGN 


CIGRE: System problems again global in scope 
Nov 

Consortium will investigate gas turbine HTGR 
design Dec 

EE! and EPRI study shows that US utility in- 
dustry compares unfavorably with Europe's 
Sept 

Europe on nuclear power 

European experience with proven technology 
shows that underground nuclear construction 
may be practical if subsurface environment 
is fully exploited July 1 

European nations will have to turn to inter- 
national money markets to finance N-plants 
July 1 

Financial Times estimates turbine-generator 
manufacturing capacity in Europe Dec |.. 

Marginal cost pricing of electricivy is failure 
overseas Dec 

US International Trade Commission and Commerce 
Dept study compares statistical classifcations 
for major utility equipment Nov 


FOREIGN -- AFRICA 


French group with a PWR wins South African 
order for 2 power reactors July 

South Africa plans $57-million electrification 
program for Sowetco 


FOREIGN -- BELGIUM 


Belgium assesses security evaluation (CIGRE) 
meeting) 


FOREIGN -- CANADA 


Hydro Quebec erects experim 
nary tower Dec 15. 

Manitoba Hydro defies Canada's National Energ 
Board on transmission line routing to the 
border with North Dakota Nov 15...... 

Ontario Hydro energizes compact tran ssion 
lines July 15 

Ontario Hydro looks to western Canada for new 
coal supplies Sept 

Ontario Hydro studies broadcast-band AM radio 
Stations to act as transmitters in a method 
of load management Nov 


FOREIGN - COLOMBIA 


Colombia plans to expand its transmission 
system Dec 


Britain uncertain again on reactor type that 
best suits its needs Sept 

British government reports that adjusting rate 
structure does not help poor consumers with 
fuel bills July 

British Royal Commission recommends postpone- 
ment of further nuclear expansion Oct 15.. 

CEGB chairman says government should keep out 
of British electricity supply business Dec |. 

CEGB replaces chairman Sir Arthur Hawkins with 
Blyn England next June 30 Dec 

Great Britain's Electricity Council rejects re- 
port calling for abolition of authority to 
disconnect customers for nonpayment of bills 
July 


FOREIGN -- FRANCE 


France announces plans for a second uraniui 
enrichment plant to be built by Coredif Oct 15 


FOREIGN -- GERMANY 


Power plant cooling water circulated in pipes 
under farmland provides better balance be- 
tween generation and cooling capacity than 
traditional cooling methods Nov 

Waste heat from 600 Mw power plant to be used 
by three cities in Ruhr Oct 

West Germany and Iran conclude a $4-billion 
nuclear energy pact for two PWRs and a 10- 
year supply of fuel for each reactor Aug |.. 


FOREIGN 


Iran and West Germany conclude a $4-billion 
nuclear energy pact for two PWRs and a 10 
year supply of fuel for each reactor Aug |. 


FOREIGN -- JAPAN 


Japan's Chubu Electric Power agrees to test 
non-catalytic NO. treatment process of Exxon 
Research & Engineering Aug 

Japan’s Electric Power Development Co starts 
Candu feasibility studies Oct 

Japan shifts from oil to LNG firings 

Japanese public opinion poll convinces country's 
energy leaders that they should stop talk- 
ing to the public in technical terms about 
nuclear safety Aug 

Japanese cabinet ministers approve 27.1% rate 
hike for four electric utilities July 15.. 

Plans for Japan's first pilot uranium 
ment plant are initiated Dec 

Seven Japanese prototype electric vehicles 
begin road tests Oct 


FOREIGN-- PORTUGAL 


Portuguese government restricts consumption 
of electricity due to low water levels in 
reservoirs 


FOREIGN -~- RUSSIA 


Siberian linkup next Soviet power goal Aug 15. 


FOREIGN -- SWEDEN 


Sweden's incoming prime minister backs down on 
antinuclear campaign pledges Oct 


Swedish author, technical director of major 
turbine manufacturer in Europe, writes book 
which is expected to become a prime factor 
in antinuclear movement in Sweden July 


FOREIGN -- YUGOSLAVIA 


International fuel cycle pool which would 
allow nations to contribute or withdraw 
money, technology and fuel is proposed by 


Yugoslav delegate Milan Osradkar at Inter- 
national Atomic Energy Agency Conf Nov 


FUELS 


APPA: Energy commitment or curtailment Nov 
AIF and two other organizations urge early 
national waste disposal progr Nov 15 
Energy users switch to oil, ele 

Aug 


15. 


International fuel cycle pool which would allow 
nations to contribute or withdrav 
technology and fuel is proposed 
delegate Milan Osradkar at In 
Atomic Energy Agency Conference 

NRC begins detailed safety reviey 
applications to build fuel reprocessing 
recycling center within ERDA's Oak Ridge 
Reservation Aug 15.... 

TVA approves study of atmospher 
bed combustion 


Anthracite fired power plant 
Air Act Amendments, according 
study July 

Curtiss-Wright has contract 
vanced concept for burni 
in pressurized fluidized 
using hot gases in combi 
Dec 


Dayton P&L cancels coal contract 
plant claiming the supplier 
Coal Corp, delivered inferior 
shutdowns due to ash fusing 

EEI says continued coopera 
and coal industry is imperat 

1] utilities agree to back an Allis-Chalmers 
coal gasification process that has 


success 


fully undergo pilot-scale development Oct | 


ERDA says second underground coal gasification 
experiment exceeds expectation duty 16... 
Federal intervention may be eded to keep 
coal rich states of Northern Great Plains 
from demanding and getting exorbitant taxes 
for coal, says Rand Corp researchers Dec 15 
GE has project from EPA for coal desulfurization 
by means of microwave Oct 
Georgia Power asks SEC and Georgia PSC 
authorization to serve as guantor 
million loan to Harlan County L 
velop and mine coal 
Interior Dept urges relaxation o 
strictive air quality regulations ar 
duction of more low sulfur coal Sept 
Kennecott refers two offers forpurchase 
its Peabody Coal Co to its board of direc- 
tors Oct 15.. 


National Coal Assn says US will 
record amounts of coal in 1976 A 
National Coal Assn: Utilities expec 
sume 443 million tons of coal this 
Nov eee 
No alternative to greater coal util 
experts tell legislators at Greate 
Utilization Conference Sept |. 
Northern States Power scraps plan f 
coal terminal Nov 15... 
Ohio PUC orders Ohio Power to s 
ies used in decision making ocess 
to decision to purchase low sulfur 
rather than stack scrubbing equi 
Ontario Hydro looks to western Canada 
new coal supplies Sept 15 - 
Pacific P&L slims coal stockpile after aud 
Dec 
Politics said 
Oct 





Presidential veto of federal coal leasing bill 
is overriden by wide margin in both houses 
of Congress Sept 

Southern Co undertakes first commercial use of 
solvent refined coal in a test financed by 
ERDA Aug 

Texas Utilities agrees to pay civil penalties 
for alleged violation of state clean air 
laws regarding burning of lignite Nov |... 

Texas Utilities asks district court to block 
first attempt in state to tax coal and lig- 
nite reserves Oct 

US Supreme Court rules Interior Dept need not 
prepare specific regional environmental im- 
pact statement for Northern Plains states 


Wheelabrator-Frye plans $150-million coal re- 
fining plant in Kentucky Aug 


FUELS - GAS 


FPC reports that price of newly contracted 
interstate gas in first quarter of 1976 was 
lower than the same quarter a year ago Nov 1 


FUELS - NUCLEAR 


Editorial: Don't count on reprocessing nuclear 
fuel Nov 

Northeast Utilities and 10 other New Cagland 
utilities file two suits against GE for 
breech of contract to reprocess nuclear 
fuel July 


Senate study group will consider effect on 
US security and foreign policy that comes 
from exporting nuciear fuels and reactors 
Oct 

US must expand domestic nuclear fuel supply 
says Atlantic Council a foreign policy 
group dedicated to promoting closer ties 


FUELS - OIL 


Canal Electric Co optimized plant deSign 
record is tied to Magnesium oxide fuel oil 
additive Oct 

Japan begins major shift fr 
firings Sept 

San Diego G&E withdraws from proposed $150- 
million refinery project that would have 
made the utility chief customer for low 
sulfur crude oil and synthetic gas Aug 


FUEL -- PLUTONIUM 


Putting plutonium in perspective 


FUEL -- URANIUM 


Energy Resources Council estimates US uranium 
is sufficient to supply all existing and 
planned N-plants to be placed into service 
by 1990 over their lifetimes July 15 

France announces plans for a second uranium 
enrichment plant to be built by Coredif 
Oct 

GE is cleared to acquire Utah International 
by Justice Dept Nov 

Government stockpiles represent one of the 
greatest uranium mines in the world, accord- 
ing to Douglas Johnson, United Nuclear Aug 1 


Niagara Mohawk pays $27.5 million for uranium 
Project share, buying out Dalco Oil Sept 15 


Pu-recycle extends uranium resources and has 
economic advantage over a fuel cycle that 
does not reclaim residual fuel Oct 

Westinghouse files antitrust suit aginst 29 
uranium producers Nov 


FUELS OUTLOOK 


Under Secretary of Interior tells Financial 
Analysts Federation that there will be re- 
location of industry to be near sources of 
energy; PS Co of Colorado says it is coop- 
erating with EPRI in establishing experi- 
mental station to test new techniques for 
controlling particulates resulting from 
coal combustion; occupational hazards re- 


sulting from coal gasification and oil shale 
processes are under study Ay the National 
Institute for Occupational Safety & Health 
July 1 

EE! commissions study of future industrial en- 
ergy utilization; Pacific G&E buys a 7,600 
acre piece of coal rich Uinta Basin in south- 
eastern Utah; amendments to Clean Air Act 
now under consideration; Houston's Planning 
& Forecasting Consultants conducting study 
called ''The New US Energy Strategic Play~ 
book: A Primer on Offense or Defense''; and 
Or Ralph E. Lapp writes book called ''Amer- 
ica's Energy." July 

US Supreme Court reverses lower court ruling 
that would have required the Dept of Inter- 
ior to prepare environmental impact state- 
ment for Northern Great Plains region; Mu!ti 
Stream Coal Cleaning System is being in- 
stalled at Pennsylvania Electric and NY 
State G&E; ERDA says it has selected 
Conoco Coal Development Co group and an 
Illinois coal gasification group for nego- 
tiation of contracts for design of an ad- 
vanced demonstration plant to convert coal 
to pipeline quality gas; New England Power 
has responded to ERDA requests for bids and 
has applied for $6-million grant to develop 
method of burning mixture of coal and oil 
in electric power plants Aug 

US Court of Appeals upholds EPA regulations 
permitting some deterioration of air qual- 
ity in growing communities; utilities 
will burn 440 million tons of coal in 1976 
says NCA; biggest threat to possibility 
of building anthracite fired electric gen- 
erating plant in Pennsylvania is not lack 
of available coal but lack of clearly de- 
fined air quality policy says Penn. P&L; 
Socal Edison and two other western utilities 
are weighing construction of large coal gas- 
ification plant at Kaiparowits Plateau of 
southern Utah Sept 

Are there alternatives to coal:Pt | Sept 

Pt Il Oct 

Interior Dept attorneys writing position 
that would exempt coal slurry pipeline leg- 
islation from legal challenges and environ- 
mental impact statement reviews; production 
of substitute natural gas will rise from 
zero today to I-trillion cu ft a year by 
1990 forecasts Frost & Sullivan; Five util- 
ities serving northeast have joined with 
Stone & Webster to evaluate ways for generat- 
ing power using liquid fuels derived from 
coal Oct 

Two day symposium on energy and feedstocks 
at Texas A&M University; At Southwest Pur- 
chasing Conference, NERA vice president 
agrees that there is no need to fear that 
US will become a have not nation by depletion 
of mineral resources Nov 

National Coal Assn predicts US will mine a 
record 665 million tons of coal in 1976; San 
Diego G&E wants industry participation in 
demonstration geothermal power plant; United 
Transportation Union president Al Chesser 
Says construction of coal slurry pipelines 
could be the straw that breaks the back of 
the nation's railroads; ERDA reports a major 
step toward producing fuel gas from trouble- 
some caking coals; Wisconsin P&L finds use for 
wastes generated from burning coal at its 
power plants; test drilling indicates that 
Narragansett Basin has great potential as sou 
source of future coal reserves Dec 

City of Chicago's new solid waste disposal 
plant will process 250,000 tons of household 
refuse annually into low sulfur fuel; out of 
state companies control 80.5% of state and 
federal coal lands leased in Colo; results 
of joint EPRI/ERDA study show that up to 5% 
of nation's total electric needs and up to 
17% of peak time electricity could eventually 
be supplied from energy storage systems; 
Northern Cheyenne tribe will hold referendum 
in mid-1977 to determine future of coal de- 
velopment on Indian reservation; oil embargo 
would have been impossible if drilling rate 
of 1956 had prevailed until 1973 Dec 15 


FUSES 


Baltimore G&E uses fusible vacuum switch which 


offers flexibility 
McGraw Edisgn Co's Power Systems Div uses pro- 


duction I"t test to assure current limiting 
fuse integrity 


G 


GENERATION, CONVENTIONAL 


COMBUSTION-TURBINE 


PS Co of Oklahoma operates gas-fired 

combined Cycle plant on base load 
Oct 

Public Service Electric & Gas pinpoints 
four possible sites for a 400-Mw com- 
bined cycle plants Oct 

Westinghouse Electric lab tests full 
scale T-G blades 


HYDRO 


Appalachian Power's proposed Blue Ridge 
pumped storage project appears doomed 
Sept 
FPC identifies four serious weaknesses 
that contributed to failure of Alabama 
Power's Walter Bouldin Dam Oct 
FPC requests US Supreme Court to remand 
New River case to an appeals court 
Nov 
Pacific G&E gets FPC approval for pumped 
storage plant 
Teton Dam collapse knocks out power units 
July 
Teton Dam collapse in Idaho may cause hike 
in insurance rates to utilities Sept 1 


GENERATION, NON-CONVENTIONAL 
FUEL CELLS 


ERDA, EPRI, and United Technologoes to build 
$42-million 4.8-Mw fuel cell power plant 
Sept 


GEOTHERMAL 


Lawrence Livermore Laboratory reports pro- 
gress in controlling scaling from geo- 
thermal brines Nov 

San Diego G&E says it wants industry 
participation in demonstration geothermal 
plant 


NUCLEAR 


ERDA selects B&W and Westinghouse to de- 
velop 2. types of steam generators for 
future LMFBR plants Dec 

GE program improves BWR availabilitiy 
Sept 

Kaiser Engineers and General Atomic develop 
program to evaluate cooling system 
optimization 

Nebraska Supreme Court affirms approval of 
second Ft Calhoun N-plant 

Northern Indiana PS begins construction 
of Bailly N-plant despite protests 

Dec 

Northern States Power's Monticello N-plant 
uses monitors to detect leakage of con- 
taminants into purified primary water 
system Aug 

Putting plutonium in perspective Dec 

Spray Canal is problem at Quad Cities 

July 

Steam Station Design Survey Nov 

Underground siting is a nuclear option 

July 1 

Vepco uses nuclear simulator to streamline 

Operator training 


SOLAR 


California regulators launch solar evalua- 
tion study Sept 1..... 

Colorado PUC amends demand/energy rate 
granted to PS of Colorado after pro- 
tests from homebuilders, et al Dec 1... 





Dallas P&L and GE study sun's impact on 
heat pump Bec Vic. 

A 5-Mw solar thermal electric plant is 
goal of program under guidance at 
Texas Tech Univ. 

Florida Power uses solar energy to cut 
UG cable sheath corrosion Sept 1 

Joint solar energy investigation is under- 
way in California Sept 

Solar powered radio repeater for mountain 
work 


AEP succeeds with large new coal fired 
units 
AEP system uses solid state trailer 
mounted generator field exciter on 
Appalachian Power's Amos Unit 3 Oct 15... 
Boiler implosions analyzed Sept 1 
Canal Electric Co optimized plant design 
record is tied to magnesium oxide fuel 
oil additive GEE Pe ccccac 
Clean fuel and scrubbing compared Oct 1.... 
Curtiss-Wright has contract to investigate 
advanced concept for burning high-sul fur 
coal in pressurized fluidized bed com- 
buster and using hot gases in combined 


cycle operations eee 


Data management program is essential for 


siting power generating facilities Aug 15... 


Detroit Edison detects buried steam leaks 
with acoustics 

Detroit Edison uses fiberglass insulation 
for stack liners, resists 850F Dec | 


ERDA selects B&W and Westinghouse to de- 
velop two types of steam generators for 
future LMFBR plants Dec 

FEA power plant productivity survey 
shows that old fashioned management 
practices in personnel selection and 
training are basic to good plant oper- 
ations Nov 1..... 

Germany: Power plant cooling water cir- 
culated in pipes under farmland provides 
better balance between generation and 
cooling capacity than traditional cool- 
methods 

Leslie Co develops cleanable strainers 
for pump protection during plant 
startup Aug Va.cccce 

Manufacturers Hanover Trust signs revolv- 
ing credit agreement with Wyodak 
Construction to complete US's largest 
air cooled coal fired steam electric 
generating plant 

Mississippi P&L uses elastomeric coating 
to protect sprayed-on urethane Nov |... 

Montana Power gets approval to build two 
more 700 Mw coal fired units at Coal- 
strip July 15...... 

NASA performs study for ERDA and National 
Sciences Foundation on advanced energy 
conversion systems which concludes steam 
cycle gives lowest electricity cost 


Navajo station dedicates third 750 Mw 
coal fired generating unit July |. 
Nebraska Power Review Bd examines NPPD 
application for permit to construct coal- 
fired Gerald Gentleman Unit 2 duplicat- 
ing to some degree a coal fired plant 
near Doniphan 
Pennsylvania P&L uses polyurethane foam 
insulation at coal prepping station 
at Montour generating plant Nov | 
Potomac Electric Power's Potomac River 
station uses polybutylene to handle high 
temperature corrosion liquids in waste- 
water neutralization system Sept 1.... 
Steam Station Design Survey 
Westinghouse Electric lab tests full 
scale T-G blades 


WIND 


Univ of Michigan investigates possibility 
of significant TV interference caused 


by windmills 


HEAT PUMP 


Dallas PéL and GE studies sun's impact on 
heat pump Dec 


Nov 15....e- 


Ohio Power single chart speeds voltage flicker 
evaluation Sept 

SEE membership unanimously adopts heat pump 
criteria Dec 

York is back in heat pump business Nov 


INSULATION 


Arkansas P&L study looks at insulation buying 
Aug | 

Detroit Edison uses fiberglass insulation for 
stack liners, resists 850F Dec 

Dow Chemical foundation insulation: A way to 
save energy Aug | 

Epoxy adhesive pressure bonds insulator ele- 
ments Nov 

Mississippi P&L uses elastomeric coating to 
protect sprayed-on urethane Nov 

Pennsylvania P&L uses polyurethane foam insu- 
lation at coal pipeline station at Montour 
generating plant Nov 

Utilities zero-in on insulation problems 

Oct 


INSULATORS 


IEEE Summer Power meeting discusses state es- 
timator that represents an equivalent of ex- 
ternal systems and a test comparison of syn- 
thetic insulators for 735 kv pa ee 44 


INTERCONNECTIONS 


Delmarva P&L gets state approval to erect 
long delayed 500 kv line across Delaware 
River 
ENGINEERS FORUM: Gauge reliability via planning 
contingencies: I1 Sept 15... 97 
Siberian linkup next Soviet power goal Aug 15 71 


L 


LABOR 


Okonite becomes largest employee owned com- 
pany in US 
IBEW Utility Dept talks: Pay is top 


LEGISLATION 


APPA: Energy commitment or curtailment Nov 15 
Arizona legislators urge construction of Palo 
Verde N-plant in a statement signed by 74 
of the state's 90 lawmakers Sept 
Atomic Industrial Forum annual conference 
Dec 
California utilities view coastal zone 
differently 
Carter outlines cabinet level energy program 
Oct 
CATV seeks law on fees for pole attachments 


Coastline land use control measure gets posi- 
tive and wait and see reaction from Calif- 
ornia utilities Sept 

Electric vehicle R&D and commercial ization 
bill becomes law Oct 

Environmentalists, utilities both dislike 

EPA rules Nov 
Federal intervention may be needed to keep 
coal rich states of Northern Great Plains 
from demanding and getting exorbitant taxes 
for coal, says Rand Corp researchers Dec 15 
FPC sets limit on work in progress Oct 15.. 
Federal tax package extends 10% investment 
tax credit, tightens minimum tax on corpor- 
ations, and trims use of foreign tax credits 
by US corporations with overseas subsidiaries 
Oct 15.... 18 


Florida House of Reps approves state environ- 
mental rules which are stricter than federal 
standards July 1 

Florida Senate approves fast siting permit 
legislation for N-plants July 1 

Is a rational energy policy possible? Nov |.. 

Michigan PUC rules confer no antitrust shield 
to Detroit Edison (regarding DE offering 
light bulb replacement free to customers 

Sept 
Munis, co-ops get windfall in surcharge fight 
July 1 

New Texas PUC: A good job so far? 

Nuclear industry gets a clean bill of health 
in Pennsylvania Dec 

NRC efforts to involve states in N-plant sit- 
ing are not progressing as officials had 
hoped Aug 

NRC ignores Illinois Commerce Commission sub- 
poena regarding 1970 rate hike granted to 
Commonwealth Edison Sept 

NRC proposes phasing out government indemnity 
under Price-Anderson Oct 

Presidential Task Force on Power Plant Accel- 
eration says construction has expedited 

Nov 

Presidential veto of federal coal leasing 
bill is overriden by wide margin in both 
houses of Congress Sept 

REA recommends that all co-ops implement some 
type of load management program after appro- 
priate investigations to determine best suit- 
ed program to its needs Dec 

Senate approves Clean Air Act Amendment bill 

Sept 

Supreme Court draws nuclear regulatory line 

July 1 

Supreme Court reverse lower court ruling that 
would have required Dept of Interior to pre- 
pare an environmental impact statement for 
entire Northern Great Plains region Aug |.. 

Supreme Court rules that FPC can look at re- 
tail rates July 1 

Supreme Court rules federal power plants don't 
need state anti-pollution permits July 1.. 

TVA proposes again that federal Clean Air Act 
be amended Sept 

Texas Utilities Co asks district court to block 
first attempt in state to tax coal and lig- 
nite reserves Oct 

US Appeals Court orders NRC to consider con- 
servation and waste disposal when approving 
new N-plants 

US Appeals Court rejects EPA's thermal dis- 
charge rules in a suit brought against EPA 
by United Water Act Group Sept 

Voters will decide on utility issues Oct |.. 

Washington Comment: The nonproliferation de- 
bate 

Washington Comment: Those FEA studies Nov |.. 

Why did Proposition 15 fail so hard in Calif- 
ornia? 

Will Congress force federal rate design quide- 
lines? Sept 15 


LITIGATION 


Central & Southwest's attempt to force Texas 
to go interstate is condemned by Texas Util- 
ities and Houston Lighting & Power Dec 15.. 

FPC requests US Supreme Court to remand New 
River case to an appeals court Nov 15... 

Intervenors intend to continue fighting con- 
struction of Bailly N-plant planned by 
Northern Indiana PS 

North Carolina district court judge to decide 
whether a suit filed by environmentalists 
against Duke Power and NRC has sufficient 
merit to go to trial 

Northeast Utilities and 10 other New England 
utilities file two suits against GE for 
breach of contract to reprocess nuclear fuel 


Pacific G&E antitrust investigation terminated 
by Justice Department Gee t... 

Texas Utilities agrees to pay civil penaities 
for alleged violation of state clean air laws 
regarding burning of lignite Nov 

US Appeals Court rejects EPA's thermal discharge 
rules in a suit brought against EPA by 
United Water Act Group Sept 

Westinghouse files antitrust suit against 29 
uranium producers Nov 


LOAD MANAGEMENT 


American Science & Engineering agrees to buy 
rights to GPU's 'cad management remote meter 
reading system July 1.... 





Cobb County (Ga) Electric Membership Corp re- 
duced its peak load 7% last summer through 
load management efforts Dec 

Demand controllers get mixed reception Nov 15 102 

EE! Load Management Task Force publishes sur- 
vey which scrutinizes loadmanagement July 15 76 

Georgia Power will test a combination tele- 
phone-radio control carrier system for 
load management next summer 

Load management systems take hold as two more 
utilities buy equipment to shave peaks 

Oct 15.25 

Ontario Hydro studies broadcast-band am radio 
stations to act as transmitters in a method 
of loadmanagement Nov 

Pacific G&E seeks PUC okay for air condition- 
ing load management test 

PG&E tests digital time of day meter Nov 

REA recommends that all co-ops implement some 
type of load management program after appro- 
priate investigations to determine best 
suited program to its needs Bee. 15.260 


MAINTENANCE 


Consumers Power uses A.B. Chance power in- 
stalled screw anchors in locations access- 
ible to mobile installating equipment to 
increase reliability and cut costs Aug l.. 

Leslie Co develops cleanable strainers for 
solution to problem of pump protection dur- 
ing plant startup Aug 


Epoxy coating controls pump erosion Dec 15... 


MANAGEMENT 


Are you looking for a way in? Electrical 
World is looking for a new Transmission/ 
Systems editor Aug 

FEA power plant-productivity survey shows 
that old fashioned management practices in 
personnel selection and training are basic 
to good plant operations Nov 

Communications is big employee problem Aug 15 

Georgia Power is joined by co-ops and munis 
in ownership of Vogtle plant Oct 

Graybar Electric is oldest and largest employ- 
ee owned company in US; Okonite is largest 
employee owned manufacturing company under 
newly enacted ESOT Oct 

How big is the underdepreciation problem? 


How electric utilities should handle mass 
media Aug 
How to benefit from management audits Nov 
How to get good ideas from workers Oct 
How much do middle managers earn? Sept 
How's the weather inside? survey of management 
duly 15.... 


McGraw-Hill Dept of Economics survey sees 
high hopes for business spending Dec 1 

NARUC study reports at least 13 state regula- 
tory commissions have ordered or received 
audits of electric utility management by 
independent consultants Nov I... 

Nuclear moratoria: the real impact Sept 15 

PG&E revamps top management following acci- 
dental death of its chairman, Shermer L. 
Sibley Reg 15... 

Possible Cleveland Electric Illuminating 
takeover of a battered Cleveland municipal 
system Oct 

Time sharing: bigger and better Oct 

Utilities: Victims or culprits? Dec 

Utility health-and-safety spending up 42 


METERS & MEASURING 


Metering device recently shown to Executive 
Subcommittee of FEA promotes conservation 
Sept 
Niagara Mohawk uses infrared target/ranging 
instrument to map its new EHV transmission 
line July 1... . 
PGEE tests digital time of day meter Nov |... 
Westinghouse's Z-metering: An alternative 
for 3-phase loads . Aug 1.2% 


NATURAL RESOURCES 


Several states consider designating flyash 
a natural resource Sept 

Vast deposit of nahcolite lies ready to be 
mined in Colorado Dec 


NUCLEAR - BREEDER 


Rep Mike McCormack says we will recycle pluto- 
nium and we will deploy the breeder July 15 


NUCLEAR - FOSSIL 


Study by Frost & Sullivan foresees fossil- 
plant boom ahead 


NUCLEAR LICENSING 


Antinuclear litigation, sustained in court, 
bars new N-plant licensing Sept 15... 

Boston Edison asks for limited work authoriza- 
tion on Pilgrim 2 Nov 15.... 

Browns Ferry is given clean bill of health 
by Atomic Safety Licensing Appeal Bd Nov 15 

Construction permits have been issued for 
Palo Verde nuclear station July 1 

Nebraska Supreme Court affirms approval of 
second Ft Calhoun N-plant 

Nuclear Fuel Services studies effects of recent 
NRC edict that its West Valley (NY) repro- 
cessing plant must be constructed to with- 
stand 0.2 g peak earthquake acceleration 

Aug | 

NRC determines environmental impact of repro- 
cessing and waste management portions of 
LWR fuel cycle Nov 

NRC lifts moratorium on licensing of N-power 
reactors Dec 

TVA receives operating license for Browns 
Ferry 3 Aug 


NUCLEAR - PROPOSITION 15 


California vote: A knockdown, not a knockout 
July 
Proposition 15 goes down to a 2:1 defeat 
California July 
Why did Proposition 15 fall so hard in Calif- 
ornia? Aug 


NUCLEAR 


Advisory Committee on Reactor Safeguards re- 
futes allegation of safety violations raised 
by four engineers who resigned their posi- 
tions July 

Antinuclear environmentalists are being duped 
by their leaders into doing America a his- 
toric disservice says ‘Rocky Mountain Ne 

Aug 

Antinuclear protestors go back to PS of NH's 
Seabrook for a sit-in in defiance of super- 
ior court injunction barring unauthorized 
persons from nuclear construction site 

Sept 

Arizona legislators urge constructioh of Palo 
Verde N-plant in a statement signed by 74 
of the state's 90 lawmakers Sept 

Atomic Industrial Forum annual conference 

Dec 

AIF postion papers say US should supply re- 
processing and enrichment services on world 
market to reduce motivation for nonnuclear 
weapons nations to build their own facilities 

Aug 

Austin (Tex) residents support 3:1 to continue 

participation in South Texas Nuclear Project 
Sept 

C.F. Braun has preliminary design approval 
from NRC for standard turbine island designed 
to complement GE's BWR-6/Mark 111 contain- 
ment system 


Britain uncertain again on reactor type that 
best suits its needs Sept Vice 
British Royal Commission recommends postpone- 
ment of further nuclear expansion Oct 15.... 
Browns Ferry | and 2 resumes full power cpera- 
tions after major cable fire a ee 
Carter favors nuclear plants, sees dangers 


Carter/Ford positions on nuclear Nov 
Coastline land use control measure gets posi- 
tive and wait-and-see r-action from Calif- 

ornia utilities Sept 15.... 
Combustion Engineering supplies fuel storage 
racks to Duke Power for Oconee 3 July 1.... 
Commonwealth Edison generates record nuclear 
weekly output--670 million kwhr Sept 
Congress will heed the will of pronuclear ma- 
jority when chips are down July 15... 
Consortium will investigate gas turbine HTGR 
design Dec 
Consumers Power announces near capacity produc- 
tion by its two N-plants Dec 
Consumers Power estimates that Midland will 
cost $1.67-billion ae A 
Core disruptive accidents must be included 
in LMFBR safety evaluations says Advisory 
Committee on Reactor Safeguards Oct 15.... 
Editorial: Don't count on reprocessing 
nuclear fuel Nov 
ERDA selects B&W and Westinghouse to develop 
two types of steam generators for future 
LMFBR plants Ge Becca 
Energy Resources Council estimates US uranium 
is sufficient to supply all existing and 
planned N-plants to be placed into service 
by 1990 over their life times July 15... 
Europe on nuclear power Get TScsa. 
FCC recommends cross-band radio-communications 
link between nuclear plants and local 
police Aug 15.... 
Florida P&L postpones South Dade | and 2 
1,100 Mw PWRs from Westinghouse for reasons 
of uncertainties in load growth and high 
cost of capital Aug 15.... 
Florida PSC begins hearings on proposal by 
Florida P&L to pay for its Hutchinson Island 
nuclear plant Gee 1S..<: 
Florida Senate approves fast-siting-permit 
legislation for N-plants July 1.... 
France announces plans for a second uranium 
enrichment plant to be built by Coredif 
Gct 1§.... 
French group with a PWR has won South African 
order for two power reactors July 1.... 
GE program improves BWR availability Sept 15. 
Germany: Power plant cooling water circulated 
in pipes under farmleand provides better 
balance between generation and cooling capa- 
city than traditional cooling methods Nov 15 
Government stockpiles represent one of the 
greatest uranium mines in the world, accord- 
ing to Douglas Johnson, United Nuclear 
Aug 
Harris survey shows public still favors build- 
ing more N-plants Dec 15... 
Houston L&P has reactivated its planning for 
Allens Creek on modified schedule Oct 1... 
Inland siting of N-plants will affect Calif- 
ornia water supply, according to report 
issued by Assn of California Water Agencies 
Aug 15... 
Insurance firms reaffirm confidence in nuclear 
technology July 1... 
Interior Secretary Thomas Kleppe joins fight 
over Bailly nuclear plant July 15... 


International fuel cycle pool which would 
allow nations to contribute or withdraw 
money, technology, and fuel is proposed by 
Yugoslav delegate Milan Osradkar at Interna- 
tional Atomic Energy Agency conference Nov | 

Intervenors intend to continue fighting con- 
struction of Bailly nuclear plant planned by 
Norther Indiana PS Dec 

lowa P&L and B&W boost sagging reac tor market 
with $75 million contract for 1,300 Mw PWR 

Aug 

Iran and West Germany conclude a $4-billion 
nuclear energy pact for two PWRs and a 10 
year supply of fuel for each reactor Aug 1. 

Japan begins major shift from oil to LNG fir- 
ings a eee 

Japanese public opinion poll convinces coun- 
try's energy leaders that they should stop 
talking to the public in technical terms 
about nuclear safety Aug 

Japan's Electric Power Development Co starts 
Candu feasibility studies Oct 

Jersey Central P&L proposes setting up a fund 
for decommissioning Oyster Creek N-plant in 
2003 and Three Mile Island in 2008 Dec 15.. 

Long term future of nuclear energy: Pre-elec- 
tion paralysis Aug 15.... 

Maine Yankee continues to spin out megawatts 

Get 1§.... 

Maine Yankee operated at full power for more 

than 90% of the time from Aug '75 to Aug '76 
Sept 15.... 





Niagara Mohawk pays $27.5 million for uranium 


project share, buying out Dalco Oi] Sept 15. 


Northern Indiana PS begins construction of 
Bailly N-plant despite protests Dec 15 
Northern States Power's Monticello N-plant 
uses monitors for leakage of contaminants 
into purified primary water system Aug 15.. 
Nuclear ban initiatives firming up Sept 15.... 
Nuclear energy produced 68% of electricity 
consumed by Northeast Utilities’ customers 
in May and is expected to supply over 50 
of this requirement for the entire year of 
1976 Aug | 
Nuclear Fuel Services moves to get out of the 
fuel reprocessing business Oct 1.... 
Nuclear goals call for commitment Sept 15.... 
Nuclear industry gets a clean bill of health 
in Pennsylvania Dec 15.... 
Nuclear moratoria: the real impact Sept 15.. 
N-plant commitments worldwide total 568,544 
Mw July ¥.... 
N-plants accounted for nearly 5% of world's 
electricity capacity says International 
Atomic Energy Agency GSE Vewsee 
"Nuclear Power and the Environment: Questions 
and Answers'', a book available from ANS 
Oct 
NRC begins detailed safety review of Exxon's 
application to build fuel-reprocessing 
and recycling center within ERDA's Oak 
Ridge Reservation Aug 15.... 
NRC chairman Marcus Rowden tells PCEA that 
he calls for pragmatic perspectives on 
nuclear issues July 
NRC effort to involve states in N-plant siting 
is not progressing as officials had hoped 
Aug 15.... 
NRC ignores Illinois Commerce Commission sub- 
poena regarding 1970 rate hike granted to 
Commonwealth Edison Sept Cece 


NRC's Ronald Fluegge resigns his reactor-engi- 
neer post at NRC Nov 15... 
NRC studies ways to improve siting review 
procedures on both national and state levels 
Dec |.... 
Nuclear underwriters have refunded 68% of uti- 
lity premiums and cut rates 20 Oct 15... 
Observers object to NRC N-waste study Dec |.. 
Ohio Edison signs $120 million contract with 
BéW for two PWRs for its Erie N-plant 
Aug 15.... 
PG&E hopes to use wastewater from farmland 
to cool one or more N-plants Nov 15.... 
Philadelphia Electric projects savings due t 
nuclear power of 25% in 1985 Sept 1... 
Plans for Japan's first pilot uranium enrich- 
ment plant are initiated Gec ti... 
Police arrest 18 antinuclear demonstrators at 
PS of New Hampshire's Seabrook N-plant 
ee 
President Ford assures Congress that add-on to 
ERDA's Portsmouth diffusion facility will 
be made Sept 1... 
Pu-recycle extends uranium resources and has 
economic advantage over a fuel cycle that 
does not reclaim residual fuel Oct 
Putting plutonium in perspective Dec 
Rockefeller defends nuclear power July Vics 
Rockefeller Foundation concludes that US goals 
for radioactive waste policy are unclear and 
the existing national organization will be 
unworkable if left unchanged Get 15.... 
Senate study group will consider effect on 
US security and foreign policy that comes 
from exporting nuclear fuels and reactors 
Oct 
Shop tubing of condensers wins converts 
Sept 15... 
South Texas Project partners battle over cost, 
ownership Oct 
Stone & Webster has NRC approval for standard 
reference plant July 
Supreme Court draws nuclear regulatory lines 
daly Bese 
Sweden's incoming prime minister backs down 
on antinuclear campaign pledges Gee 5... 
Swedish author, technical director of major 
turbine manufacturer in Europe, writes book 
which is expected to become a prime factor 
in antinuclear movement in Sweden July 15... 
Three organizations urge early national waste 
disposal program Nov 15.... 
Underground siting is a nuclear option July |. 
Utilities welcome voters' green light for 
nuclear Dec 
Vepco uses nuclear simulator to streamline 
Operator training July 15... 
Washington Comment: Almost no time Dec 
Washington Comment: Overtime victory...defeat 
of Bingham amendment to strip private enter- 
prise out of Nuclear Fuels Assurance Act 
Sept |.... 
Washington Comment: Paper factory: Nothing but 
paper being generated in Washington, DC 
Sept 15... 
Washington Comment: Policy by default (AIF 
documents) Dec 15.... 


Washington Comment: Those FEA studies Nov 1... 
Washington Comment: The big shakeup (presiden- 
tial elec tion) Nov 15.... 
US Appeals Court orders NRC to consider conser- 
vation and waste disposal when approving 
new N-plants Auq 15.... 
US must expand domestic nuclear fuel supply 
says Atlantic Council July 15.. 
Use of snubbers in power plant piping systems 
absorbs seismic shock Sept |... 
Washington Comment: The nonproliferation de- 
bate Oct I.... 
Washington Comment: Will Carter decide? (Nuclear 
Fuel Assurance Act) Aug |.... 
Washington Comment: Would rather switch... 
Oct 15... 
Waste handling problems exist and must be 
handled Aug 15... 
Westinghouse advises NRC of potential safety 
related problem that caused failure of steam 
generator tube in Vepco's Slurry plant 
thus six other N-plants must be checked 
for steam generator problems Bec 1.... 
Westinghouse completes five year test program 
on LMFBR control rod system reliability 
and assures that safe operation is assured 
at Fast Flux Test Facility Aug |.... 
Westinghouse files antitrust suit against 29 
uranium producers Nov 15... 
What's NE:W? Nuclear Energy: Women Aug |.... 


O 


AEP system uses solid state trailer mounted 
generator field exciter on Appalachian 
Power's Amos Unit 3 Oct 15... 

Browns Ferry | and 2 resumes full power opera- 
tions after major cable fire Sept 15.. 

Dayton P&L cancels coal contract for J.M. 
Stuart plant claiming the supplier, North 
American Coal Corp, delivered inferior coal 
causing shutdowns due to ash fusing Dec 15. 

Massive power failure which blacked out parts 
of Utah and Whoming was caused by a protec- 
tive relay Aug |.... 

NERC warns that US has moved closer to a 
severe electrical energy crisis Oct 

SCADA aids distribution operation Oct 

Teton Dam collapse knocks out power units 


July 


PERSONNEL RELATIONS 


How to get good ideas from workers Oct l.... 


POLES 


CATV seeks law on fees for pole attachments 
Oct |... 
More research needed in wood pole preservation 
Dec 15... 
Plains Electric Generating & Transmission Co-op 
Inc uses direct embedded poles to replace 
wood at 115 kv 


POLITICS 


Carter favors nuclear plants, sees dangers 
Aug 
Carter/Ford positions on nuclear Nov |... 
Carter outlines cabinet level energy program 
Get 05..<. 
Congress will heed the will of pronuclear 
majority when chips are down July 15... 
Democratic Party platform's energy policy 
July 15... 
Editorial: Where do we go from here? Dec 
Former AEC chief Dixy Lee Ray wins gubernatorial 
nomination in Washington state Oct 15.... 
Politics said to hamper coal slurry lines Oct 1 
Portland (Ore) voters turn down proposal to mun- 
icipalize PP&L's service area in the city 
Dec t.... 


President Ford assures Congress that add-on to 
ERDA's Portsmouth diffusion facility will be 
made Sept 1.... 

Utilities welcome voters'green light for 
nuclear Dec 

Voters will decide on utility issues Oct 

Washington Comment: Almost no time Dec 1 

Washington Comment: The big shakeup (preside 
tial election) Nov 15.... 

Washington Comment: Will Carter decide? (Nu- 
clear Fuel Assurance Act) Aug 


POWER SUPPLY 


Energy industrial centers in which private 
manufacturers participate in production of 
electricity and utilities share steam with 
manufacturers discussed July 15.. 

Engineers Forum: Gauge reliability via planning 
contingencies Sept 1... 

Maine Yankee operated at full power for more 
than 90% of the time from Aug 1975 to Aug 
1976 Sept 15.. 

Northern California unusual heat wave in June 
sends consumption cf electricity to record 
peaks Bag Basen 

Univ of Michigan investigates possibility of 
significant TV interference caused by wind- 
mills July 1... 


PROTECTION 


California PUC cooperates with new Seismic 
Safety Commission and asks all major utili- 
ties to review overall planning to minimize 
damage and response time in event of earth- 
quakes Gee 15... 


Epoxy adhesive pressure bonds insulator ele- 
ments Nov 

Georgia Power and Kearney conduct tests to 
analyze surge propagation Nov 

Use of snubbers in power plant piping systems 
absorbs seismic shock Sept 


PUBLIC POWER 


Dayton P&L wants to lease Piqua municipal 
tem July 

Energy industrial centers in which private 
manufacturers participate in production of 
electricity and utilities share steam with 
manufacturers discussed 

NY State Power Authority moves to take over 
community power needs of cities Sept 

Niagara Mohawk fights uphill battle to retain 
Oneida Ltd as an industrial customer Nov 1.. 

North Carolina files incorporation papers to 
form a new muni power agency Nov 


R 


APPA examines lifeline rates, ergy policy 
Aug 

Arkansas P&L proposes two new rate schedules 
in its current retail rate case Dec 15... 

British government reports that adjusting rate 
structures does not help poor consumers with 
fuel bills July 

California PUC has established lifeline rates 
for all utilities in the state Aug 

Colorado PUC amends demand/energy rate 
to PS of Colorado after protests from 
builders, et al Dec 

Consumers Power survey shows time of day 
rates may not shift load Sept 

Delmarva P&L proposes new 3-part electric rate 
for all residential customers Aug 

Delmarva P&L will require security deposits 
from poor payment record customers after 
Sept | Sept 

Ebasco price elasticity study indicates that 
electricity's price elasticity lies in the 
inelastic range between 0 and -! Nov 15... 

EE! reports 160 rate increases were approved 
during first three quarters of 1976 Dec 15.. 





EPRI says time of day pricing has considerable 
support in utility industry according to a 
special report released to NARUC Dec 

EPA studyshows household electricity bill 
will triple by 1985 auty AS... 

FPC plans R&D rate case aids 

FPC report says average cost of electricity 
increased in 1975 

FPC reports that sharp climb in electric rates 
that started in 1973 slowed somewhat in 1975 
but rates are still higher than at any time 
since 1935 


Florida PSC begins hearings on proposal by 
Florida P&L to pay for its Hutchinson Island 
nuclear plant Dec 

Green Mountain Power: Two innovative rates 
get high marks 

How to benefit from management audits Nov lI... 

Japanese Cabinet ministers approve 27.1% 
rate hike for four electric utilities July 15 

Library of Congress study says electric and 
gas rates of investor owned utilities have 
increased more than twice as much as all 
rate increases in the previous quarter of a 
century Oct 

Metering device recently shown to Executive 
Subcommittee of FEA promotes conservation 

Sept 

NARUC names advisory board to give FPC its 
view on discriminatory wholesale-retail 
rates Sept 15.... 

NARUC reports: Arizona, California, Georgia 
& Maine are offering lifeline rates July 1. 

New Texas PUC: A good job so far? 

NRC ignores I1linois Commerce Commission sub- 
poena regarding 1970 rate hike granted to 
Commonwealth Edison 

Ohio Supreme Court reverses earlier decision 
and holds that utilities can challenge rate 
hikes July 15... 

Ohio utilities try to meet challenge of public 
disenchantment over rising electric rates, 
set up an informational network redirected 
at the nuclear issue Sept 1 

PG&E tests digital time of day meter Nov I... 

Portland Dept of PUC studies lifeline rates 
and they get a failing grade Aug 

Supreme Court rules that FPC can look at retail 
rates July 1...... 

Three utilities examine time of day and other 
rate design plans Sept 1 

Time of day pricing gets underway in New York 

Oct 1...... 

US utilities have had slowest rise in electri- 
city rates over past year July 15.... 

Utility analysts say electric utility industry 
will need annual rate increases averaging 5% 
to 10% over next five years to fund projected 
expansions 

Wheeling charges will jump 22% under new rate 
schedule proposed by BPA for nonfederal users 
of Columbia River Transmission System Sept 1 

Who regulates the regulators? Aug 15 

Will Congress force federal rate design guide- 
lines? Sept 45.25: 


REGULATION 


Advisory Committee on Reactor Safeguards re- 
futes allegation of safety violations raised 
by four engineers who resigned their posi- 
tions July 1 

Californa's No on 15 reverberates in lowa 

Sept 1 

CEGB chairman says government should keep out 
of British electricity supply business Dec 1 

EEI and EPRI study shows that US utility in- 
dustry compares unfavorably with Europe's 

Sept 

FEA funds four more electric utility demonstra- 

tion projects 


FPC and ICC get lowest marks in a two-year 
Congressional investigation of nine federal 
and regulatory agencies Mov: tise. 

FPC proposes new plant report form to collect 
in computer retrievable format data submitted 
on 10 other FPC forms Oct 45... 

lowa Commerce Commission recommends study to 
see if lowa needs all the utilities it has 

Nov 

NARUC annual meeting discusses regulatory jur- 
isdiction Sec 15.0: 

NARUC study reports at least 13 state regula- 
tory commissions have ordered or received 
audits of electric utility management by in- 
dependent consultants Hov 1.... 

Ohio PUC orders Ohio Power to submit all stu- 
dies used in decision making process leading 
to decision to purchase low sulfur coal ra- 
ther than stack scrubbing equipment July 15 

Supreme Court draws nuclear regulatory line 

July 1.... 


RESEARCH 


AEP/ASEA UHV research center will test equipment 

and operating voltages in three UHV ranges 
Dec 

EPRI and ERDA formally agree to cooperate on 
RED Aug 

Frost & Sullivan study foresees fossil-plant 
boom ahead 

Joint Solar Energy investigation is underway 
in California Sept 15.... 

NASA performs study for ERDA and National Sci- 
ence Foundation on advanced energy conversion 
systems which concludes steam cycle gives 
lowest electricity cost July 15.... 118 


TVA approves study of atmospheric fluidized bed 
combustion Oct 


S 


SAFETY 


A way to avoid boiler implosions is devised by 
Con Edison engineer Dec 


Advisory Committee on Reactory Safeguards re- 
futes allegation of safety violations raised 
by four engineers who resigned their positions 

July 

California PUC cooperates with new Seismic 
Safety Commission and asks all major utili- 
ties to review overall planning to minimize 
damage and response time in event of earth- 
quake Oct 

CIGRE: Systems problems again global in 
scope Nov 

FCC recommends cross-band radio-communications 
link between nuclear plants and. local 
police 

Insurance pools reaffirm confidence in nuclear 
technology 

Monsanto to drop manufacture of PCB insulating 
fluid by October 1977 Nov 124 

@ccupational hazards resulting from coal gasi- 
fication and oil share processes are under 
study by National Institute for Occupational 
Safety and Health 


Rockefeller defends nuclear power July 1 
Utility health-and-safety spending up 42% 


Westinghouse advises NRC of potential safety 
related problem that caused failure of steam 
generator tube in Vepco's Slurry plant; thus 
six other N-plants must be checked for steam 
generator problems Dec 


STANDARDS 


US International Trade Commission and Commerce 
Dept study compares statistical classifica- 
tions for major utility equipment Nov |... 
Alabama Power residential appliance satura- 
tion study helps get curtailment data 
Dec 66 
Communications is big employee problem 
93 
Dallas P&L & GE study sun's impact on heat 
pump Dec 66 
ERDA study details availability of distribu- 
tion system material through 2000 Nov 15... 124 


STANDARDS 


Engineers Forum: Can we standardize distribu- 
tion transformers Nov 

FPC financial report: Everything's up Oct 15. 

FPC releases new estimates of capacity addi- 
tions Dec 

FPC reports that sharp climb in electric rates 
that started in 1973 slowed somewhat in 1975 
but rates are still higher than at any time 
since 1935 Nov 

Financial Times estimates turbine-generator 
manufacturing capacity in Europe Dec 1 


FORECAST SPECIAL REPORT Sept 15... 
Population, households, GNP, disposable 
income Sept 15... 


GNP will reach almost $8-trillion in 1995 
Sept 15.... 
Indices of industrial expansion and activity 
to 1995 Sept 15.... 
Population growth; new housing starts in 
10-yr periods; and 5-yr increases in house- 
holds Sept 15.... 
Electric utility sales, billions of kwhr 
Sept 15.... 
Industrial use of electricity, billions of 
kwhr Sept 15.... 
Residential and industrial sales Sept 15.... 
Residential average annual use, sales, 
and revenue (in 1976 dollars) Sept 15... 
Commercial and other sales Sept 15... 
Other sales, billions of kwhr Sept 15.... 
Total sales, output, peak load, capability 
and margin Sept 15.... 
Generating capability net additions, Mw 
(based on date of commercial operation) 
Sept 15.... 
Probable mix of net generating capacity 
Saet TS... 
Annual capital expend'tures, millions of 
dollars Sept 15.... 
Annual capital expenditures, 1976 dollars 
Sept 15,... 
Frost & Sullivan study foresees fossil plant 
boom ahead duty Vs... 
Growth rate of energy use per job is projected 
to average 1.8% per year Dec 15.... 
How much do middle managers earn? Sept ¥.... 
McGraw Hill Dept of Economics survey sees 
high hopes for business spending Dec 
Residential demand controller shaves winter 
peak Oct 
Steam station design survey Nov 15.. 
Summer peak advances a cool 3.2? Oct 15. 
TéD construction survey 
Underground cable systems: A special T&D 
report Oct 
US International Trade Commission and Commerce 
Dept study compares statistical classifica- 
tions for major utility equipment Nov |} 
World electricity production--monthly average 
(million kwhr) 


STEAM STATIONS 


llth steam station design survey Nov 15.... 


SUBSTATIONS 


Automating data gathering and operating func- 
tions of transmission and distribution substa- 
tions appears economically feasibile by us- 
ing common digital data base Sept I|.... 

Baltimore G&E tests at 500 kv Waugh Chapel 
substation confirm approach taken to field 
check calibration of coupling capacitor volt- 
age transformers on EHV lines July 15... 

Belgium assesses security evaluation (CIGRE 
meeting in Paris) Nov 

Carolina P&L uses wood substation design 

Sept 15... 

T&D construction survey Aug 15.... 


SWITCHES, SWITCHING 


Baltimore G&E uses fusible vacuum switch which 
offers flexibility July 15... 
Vacuum switches broaden UG job options Oct 15 


SYSTEM ENGINEERING 


Arkansas P&L tests management of air condi- 
tioning Aug 15... 


Baltimore G&E tests at 500 kv Waugh Chapel 
substation confirm approach taken to field 
check calibration of coupling capacitor 
voltage transformers on EHV lines July 15.. 

Belgium assesses security evaluation (CIGRE 
meeting in Paris) 





CIGRE: System problems again global in scope 


Columbia plans to expand its transmission 
system 

Computer program eases choice of grounding 
system to be installed at transmission 
line towers 

Detroit Edison information system speeds re- 
trieval Oct 

EE! Load Management Task Force publishes 
survey which scrutinizes load management 

July 15... 

Florida Power Co uses control center to pro- 
mote cost savings Aug 

GE and NY Power Pool develop method to analyze 
adequacy of a pool's generating capacity 
to give more down to earth indications of 
system performance Sept 15.... 116 

1EEE Summer Power meeting discusses state 
estimator that represents an equivalent 
of external systems and a test comparison 
of snythetic insulators for 735 kv Sept 1 

Load management systems take hold as two more 
utilities buy equipment to shave peaks 

Oct 

Northern California unusual heat wave late 
in June sends electricity consumption to 
record peaks Aug | 

Plan power supply for static rectifiers 


REA issues guide to voltage induction Dec |.. 

Summer peak advances a cool 3.2% Oct 

Wisconsin Electric Power converts to digital 
control system 


SAFETY 


Survey work on 400 kv dc line in Minnesota is 
stopped by angry farmers who contend the 
line will interfere with farming and TV re- 
ception, increase ozone level, and pose po- 
tential electrocution hazard 


T 


TAXES 


Federal tax package extends 10% investment 
tax credit, tightens minimum tax on corpor- 
ations, and trims use of foreign tax credits 
by US corporations with overseas subsidi- 
aries Get 8S ..0:6 


FEA president says utility consumers in Pa. 
have paid more than $137-million in hidden 
state taxes in past seven years Dec 

Senate Finance Committee approves stock plan 
amendment as an addition to tax bill 

July 

Texas Utilities asks district court to block 
first attempt in state to tax coal and lig- 
nite reserves Oct 


TESTING 


Alabama Power conducts vibration tests to 
prove damper benefits SORE Baws 
AEP/ASEA energize new UHV test station and 
transmission line near South Bend, Ind. 
Nov 
Baltimore G&E tests at 500 kv Waugh Chapel 
substation confirm approach taken to 
field check calibration of coupling capacitor 
voltage transformers on EHV lines July 15. 
Arkansas P&L tests management of air condi- 
tioning Aug 
Computer tests ACBs with speed and accuracy 
Oct 
McGraw Edison (o's Power Systems Div uses 
production I°t test to assure current limit- 
ing fuse integrity Aug 
PS Co of Colorado is cooperating with EPRI 
establishing an experimental station to 
test new techniques for controlling parti- 
culates resulting from coal combustion 
July 1 
UHV research moves to 3-phase testing Oct 
Westinghouse completes five year test pro- 
gram on LMFBR control rod system reliabili- 
ty and assures that safe operation is assured 
at Fast Flux Test Facility 


Westinghouse Electric lab tests full scale 
T-G blades Aug 15 


TRANSFORMERS 


Engineers Forum: Can we standardize distribu- 
tion transformers Nov 

Georgia Power and Kearney conduct tests to 
analyze surge propagation Nov 

Metropolitan Edison uses ac-compensated cur- 
rent transformer tester, save time Nov lI... 

llth Annual T&D Construction Survey Aug 15.. 


TRANSMI SSION--OVERHEAD 


Alabama Power conducts vibration tests to 
prove damper benefit July 1 
AEP/ASEA energizes new UHV test station and 
transmission line near South Bend, Ind. 


AEP/ASEA UHV research center will test equip- 
ment and operating voltages in three UHV 
ranges Dec 

Automating data gathering and operating func- 
tions of transmission and distribution sub- 
Stations appears economically feasible by 
using common digital data base 


Bonneville Power sponsors study to determine 
environmental effects of HVDC lines on 
plants and animals July 15.... 
Carolina P&L uses wood substation design 
Sept 15.... 
Colombia plans to expand its transmission 
system Dec 
Computer program eases choice of grounding 
systems to be installed at transmission 
line towers Aug | 
Delmarva P&L gets state approval to erect 
long delayed 500 kv line across Delaware 
River July 
Hydro Quebec erects experimental 735 kv 
catenary tower Dec 
Gapless arrester shows promise Dec 
Manitoba Hydro defies Canada's National 
Energy Board on transmission line routing 
to the border with North Dakota Nov 15 
More research needed in wood pole preserva- 
tion 
Nebraska PPD uses Sikorsky helicopter to 
place three 8-ton structures per hour 
Aug 
New York PSC approves construction of 122 miles 
of proposed 765 kv line from Ft Covington 
to Marcy, NY Aug |.. 
Niagara Mohawk uses infrared target/ranging 
instrument to map its new EHV transmission 
line July 
Ontario Hydro energizes compact transmission 
line July 15.... 
Pennsylvania Electric studies effects of 
insulated conductors and closer phase 
spacing on 115 kv lines to reduce ROW 
requirements Aug |... 
Philadelphia Electric's Eddystone-to-Grays 
Ferry 230 kv line construction uses rail- 
road viaduct 


Plains Electric Generating & Transmission 
Co-op Inc: Uses direct-embedded poles to 
replace wood at 115 kv Sec 1... 

REA issues guide to voltage induction Dec |.... 

Sargent & Lundy: Study describes customizing 
transmission ROW selection July 15.... 

Solar powered radio repeater for mountain 
work Sept 

Survey work on 400 kv dc line in Minnesota 

is stopped by angry farmers who contend the 
line will interfere with farming and TV 
reception, increase ozone level, and pose 
potential electrocution hazard Aug 

T&D construction survey Aug 15.... 

UHV research moves to 3-phase testing Oct 15.. 

Utah P&L 345 kv tower design combines price, 
beauty Nov 

Wheeling charges will jump 22% under schedule 
proposed by BPA for nonfederal users of 
Columbia River Transmission System Sept I... 


TRANSMI SSION-~-UNDERGROUND 


Editorial: Underground show (IEEE) has 
greater potential 


Philadelphia Electric will study alternative 
UG transmission systems to determine advan- 
tages for all cable systems Aug |.... 

Technique allows study of cable use pros- 
pects Gow Picine 

T&D construction survey Aug 15... 


UG cable systems: A special T&D report Oct 1. 


TURBINES 


Consortium will investigate gas turbine HTGR 
design Dec 

Financial Times estimates turbine generator 
manufacturing capacity in Europe Dec |.... 


Westinghouse Electric lab tests full scale 


T-G blades Aug 15.... 


V 


VEHICLES 


AEP system uses solid-state trailer-mounted 
generator field exciter on Appalachian 
Power's Amos Unit 3 Cee 88.5: 

Computer tests ACBs with speed and accuracy 
in field test van Oct 

Electric Utility Fleet Managers' Conference: 
Talk session highlights fleet. managers 
meet July 15... 

Electric vehicle R&D and commercialization 

«bill becomes law Get §5.... 

Grontmij N.V. (Netherlands) deep-dig trencher 
also handles cable Aug 15.... 

Nebraska PPD uses Sikorsky helicopter to place 
three 8-ton structures per hr Aug 15.... 

Seven Japanese prototype electric vehicles 
begin road tests 3. 

Underground cable systems: A special T&D re- 
port Gct I... 


VOLTAGE REGULATION 


Increases in capacitor failures worrry 
ties Sept 


utili- 


COMPANY 
INDEX 


= 


Air Pollution Systems develops high intensity 
ionizer July 1... 
Designs ionizer that makes an electrostatic 

precipitator more efficient by electrical- 
ly precharging flyash in flue stream--has 
satisfactorily undergone testing at 

John Sevier Unit 2 Aug 15... 

Alabama Power Co: Cancels all advertising 
cause PSC disallowed it as a business ex- 
pense Nov l.. 
Conducts vibration tests to prove damper 
benefit 
FPC identifies four weaknesses that contri- 

buted to Alabama Power's Walter Bouldin 
Dam failure Oct 
Residential appliance saturation studies 
form solid data base for analyses of load 
management and market research studies 
Dec |. 
Study of residential use of electricity 
termines level of kwhr use July 1... 

Allegheny Power System: Demand controller 

shaves winter peak Oct 


July 1... 


Allen Associates: Low risk construction 
tracts--a way out? Sept 15 
Allied Chemical: Clean fuel and scrubbing 
pared Gct t.... 
Allis-Chalmers: 11 utilities agree to back an 
A-C coal gasification process Oct 1.... 
Amdah! Corp: Time sharing: bigger and better 





AEP: AEP/ASEA build UHV research center to test 
equipment and operating voltages in three 
UHV ranges Dec 
AEP/ASEA energizes new UHV test station and 

transmission line near South Bend, Ind. 
Nov 

dependent on foreign oil 
Sept 

fired units 
Aug 
System has versatile mobile exciter Oct 15.. 

American Science and Engineering Inc: Agrees 
buy rights to GPU's load management remote 
meter reading system 

Amerogyr Inc: Duncan Electric advises share- 
holders to accept cash offer from Amerogyr 

Oct 

Anaconda Wire & Cable: Manufacturers experimen- 
tal cable which incorporates three materials 
into a 1,500 ft length (UG Cable Systems 
Report) Oct 

Appalachian Power: Court of appeals upholds 
FPC license to construct AP's proposee Blue 
Ridge pumped storage project Nov 
Proposed Blue Ridge pumped storage project 

appears doomed Sept 

Arizona Electric Power Cooperative: Has with- 
drawn participation from Palo Verde N-plant 

Sept 
Arizona Public Service: Challenges nuclear 
ban initiative signatures on petitions for 
Nov 2 election Sept 
Completes $55-million financial sale/lease- 
back arrangement on its newly completed 
combined cycle plant Aug 

Navajo station dedicates third 750 Mw coal 
fired generating plant July 1 

Says mine mouth power plants are not the 
answer to transportation for distances 
over 250 miles because rail shipment is 
cheaper than EHV ac transmission lines 

Sept 

Says minemouth power plants are not answer 
to transportation costs at Greater Coal 
Utilization conference Oct }.... 

Weighs construction of large coal gasifica- 
tion plant on Kaiparowitz Plateau of sou- 
thern Utah Sept |.... 

Arkansas Power & Light: Cooling demand controls 
look good July 15... 
Proposes two new rate schedules in its cur- 

rent retail rate case Dec 15... 
Study looks at insulation buying habits 
Aug |.... 
Supreme Court rules that FPC can look at 
retail rates July 1... 
“Tests managenent of air conditioning Aug 15. 

ASEA: AEP/ASEA build UHV research center to 
test equipment and operating voltages in 
three UHV ranges Dec 
ASEA/AEP energizes new UHV test station and 

transmission line near South Bend, Ind. 
Nov 1.... 
and scrubbing 


Says nation is 40 


Succeeds with large new coal 


Atomics International: Clean fuel 
compared Sct i.<. 
Auburn University: Vibration tests at Alabama 
Power prove damper benefits July 1.. 

City of Austin (Texas): South Texas Project 


partners battle over cost, ownership Oct |.. 


B 


Babcock & Wilcox: ERDA selects B&W and Westing- 
house to develop two types of steam genera- 
tors for use in future LMFBR plants Dec |.. 
Sagging reactor market receives temporary 

boost from &5 million plus contract be- 
tween lowa P&L and BéW Aug |.... 
Ohio Edison signs $120-million contract with 
BéW for two PWRs Aug 15... 
Supplies steam generator and pulverizers at 
AEP's John E. Amos No 3 and James M. Gavin 
1 and 2 plants Aug |.... 

Baltimore G&E's 500 kv Waugh Chapel substation 
confirms approach taken to field check cali- 
bration of coupling-capacitor voltage 
transformers on EHV li 
Fusible vacuum switch 

flexibility at BG&E 

Bangor Hydro Electric Co: Maine 
40% of all electricity 


from A.B. 


July 15... 
Chance offers 
July 15... 
Yankee supplied 
distributed by Bangor 
Sept 15.. 
sufficient 
building job 
Greater Coal Util- 
Oct 1.... 
fuel addi- 
Oct I.... 
Shop tubing of condensers wins 
converts Sept 15.. 
Black Hills P&L: Manufacturers Hanover Trust 
signs revolving credit deal with Wyodak Con- 
struction; agreement executed by Pacific P&L 
and Black Hills PéL July 1.... 


there would be 


to do giant 


Bankers Trust: Says 
capital available 
ahead in energy at 
ization Conference 

Basic Inc: Plant record 
tive 

Bechtel Corp: 


recent 


tied to MgO 
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Blyth, Eastman Dillon & Co: Says there will be 
a historic shift in federal fiscal policy 
in order to reduce or eliminate large federal 
budget deficets Sept Vas. 

Bonneville Power Administration: Sponsors 
study to determine environmental effect of 
HVDC lines on plants and animals July 15.. 

Bookman-Edmondston Engineering: Inland siting 
of N-plants will affect California water 
supply according to a report from Assn of 
California Wager Agencies; report prepared 
Bookman-Edmondston fag. 95.55 

Boston Edison: Asks for limited work authori- 
zation on Pilgrim 2 Nov 

"C.F. Braun: Has a preliminary design approval 
from NRC for standard turbine island to com- 
plement GE's BWR containment system July 1.. 

Brown Boveri & CIE: Part of a consortium to 
investigate gas turbine HTGR design Dec 1... 
Turbine generator set used at AEP's John E. 

Amos Unit 3 and James M. Gavin Units 1 and 
2 

Brunswick Corp: Develops high temperature metal 

fabric filter 


C 


California Assn of Utility Shareholders: A 
newly formed company July 
California Water Agencies, Assn of: Inland 
siting of N-p'ants will affect California 
water supply according to a report from Assn 
of Calif. Water Agencies; report prepared 
by Bookman-Edmondston Engineering Aug 15... 
Canadian Porcelain Co: Ontario Hydro energizes 
prototype of a compact 230-kv transmission 
line that uses a newly developed insulator 
from Canadian Porcelain July 15.... 
Canal Electric: Plant record ties to MgO fuel 
additive Oct 
Carolina P&L: Gives up attempt to collect a 
fuel expense deferral surcharge from NC 
wholesale customers July 
Says country does not have a comprehensive 
long range understandable energy policy 
Sept 15.... 
Wood substation design beats out steel 
a 
Central Electricity Generating Board: Chairman 
says government should keep out of British 
electricity supply business Dec 
Replaces Sir Arthur Hawkins, chairman, with 
Glyn England next June 30 Dec 
Central Illinois Light: Dames & Moore installs 
and operates air quality forecasting system 
for Commonwealth Edison and Central Illinois 
Light Nov 
Central Maine Power: Maine Yankee N-plant op- 
erated at full power for more than 90% of the 
time from Aug '75 to Aug '76 Sept 15.... 
Central Power & Light: South Texas Project part- 
ners battle over cost, ownership Oct 
Central & South West: C&SW's attempt to force 
Texas to go interstate is condemned by Texas 
Utilities and Houston LéP Dec 
Certain Teed Co: Develops fiberglass board used 
by Detroit Edison in stacks which resist 
850F Dec 
A.B. Chance: Fusible vacuum switch fron 
Chance offers flexibility at Baltimore GsE 
July 15.... 
increase reli- 
Aug 


Power installed screw anchors 


ability and cut costs 


Chase Econometrics: Forecasts American economy 
will lose ground in 1978 Dec 
Chem Systems Inc: Clean fuel and scrubbing com- 
pared Oct 
Chubu Electric Power (Japan): Agrees to test 
Exxon noncatalytic NO. treatment Aug 15.... 
Cincinnati Gas & Electric: Computer tests 
ACBs with speed and accuracy Oct 
Cleveland Cliffs Iron Co: Vast deposit of nah- 
colite ready to be mined in Colorado Dec |.. 
Cleveland Electric Illuminating: Can legally 
charge customers under a rate schedule ruled 
illegal until a new higher rate schedule is 
approved by PLC July 15.... 
Possible takeover of Cleveland municipal 
Oct 
(Ga.) Rural Electric Membership 
Cooling demand controls took good 
July 
load 7% last summer 
management efforts Dec 
Combustion Engineering: Comments on commercial 
impracticability of converting boilers de- 
signed for oil or gas to coal Sept 
Supplying high capacity fuel storage racks 
to Duke Power July 
Will design and cuisiruct experimental sta- 
tion to test new techniques for controll- 


Cobb County 
Corp: 


Reduced 
load 


its peak through 


ing the particulates resulting from coal 
combustion July 1 
Commonwealth Edison: Citizens for Better Envi- 
ronment wants NRC to testify about documents 
Commonwealth Edison deposited with NRC which 
related to procedures for disposal of radio- 
active wastes Sept . 
City of Chicago's brand new solid waste dis- 
posal plant will process 250,000 tons of 
household refuse annually into a low sul- 
fur fuel which Commonwealth Edison will 
buy Dec 15...... 
Dames & Moore installs and operates air qual- 
ity forecasting system for Commonweal th 
Edison and Central 111 Light 
Commonwealth Edison & GE install substation/ 
distribution automation research system 
at CE's LaGrange Park substation Sept |... 
Commonwealth Edison generates a record nu- 
clear weekly output--670 million kwhr 
Sept 
Installs unproved $0, scrubber Sept 15.... 
Spray canal is problem at Quad Cities 
July 15.... 
Compagnie Generale d'Electricite de France: 
Participant in privately funded research pro- 
ject to explore full UHV range and identify 
eventual optimized UHV level Nov 
Companhia de Eletricidade do Estado da Bahia: 
Plan power supply for static rectifiers 


Connecticut Yankee: Files suits against GE for 
alledgedly breaching contracts to reprocess 
nuclear fuel July 15.... 
Conoco Coal Development Co: ERDA selects Cono- 
co coal gasification group for negotiation 
of contracts for design of demonstration 
plant to convert coal to pipeline quality 
gas 
Consolidated Edison Co of NY: A way to avoid 
boiler implosions is devised by Con Edison 
engineer 5 
Asks PSC to approve time of day experiment 
involving residential and small commercial 
users Sept 

Senior engineer discovers old distribution 
cable Sept 15.... 


Will start in Jan 1977 to use time of day 
rates Oct I.... 
Construction Management Inc: Selects Polybu- 
tylene piping for Potomac Electric Power's 
Potomac River station wastewater pipe in- 
stallation Sept 1... 
Consumers Power: Announces near capacity pro- 
duction by its two nuclear plants Dec |.... 
Concludes that if time of day system is ini- 
tiated some industries could face econo- 
mic difficulties and costs of food and 
hospital care would rise Sept U...2 
Customers think refund checks are bills 
and automatically returned both the checks 
with their personal checks for the same 
amount as refund Dec 15.... 
Estimates that Midland N-plant will cost 
$1.67 billion Sept |... 
Has most cost efficient home insulation 
program in Michigan says PSC Sept 15... 
Power installed screw anchors increase reli- 
ability and cut costs Riig. tess. 
Time of day rates may not shift load Sept 15 
Continental Oi] Co: Controls more than 51,000 
acres of state and federal coal lands leased 
in Colorado Dec 15... 
Cooperative Power Assn: United Power Assn & 
Cooperative Power Assn agreed to Gov Wendell 
Anderson's request to stop work on 400 kv 
dc line in Minnesota and meet with interested 
parties to reach compromise with angry 
farmers Aug |.... 
Curtiss-Wright: Has contract to investigate 
advanced concept for burning high sulfur 
coal in pressurized fluidized bed combustor 
and using hot gases in combined cycle oper- 
ations Dec 15... 


D 


Dalco Oil: Niagara Mohawk pays $27.5 million 
for uranium project sharing, buying out 
Dalco Sept 15... 

Dallas P&L: Teams up with GE to study sun's 
impact on heat pump Bee Bene 
Utilities zero in on insulation programs 

Gct TS... 

Dames & Moore: Develops data management pro- 

gram for siting power generating facilities 

Aug 15.... 

Installs and operates air quality forecast- 
ing system for Commonwealth Edison and 

Central I11 Light Nov 15... 

Data Resources Inc: NU hires Data Resources 
for forecasting job Oct 15... 

Dayton P&L: Cancels coal contract for J.M. 
Stuart plant claiming the supplier, North 





American Coal, delivered inferior coal caus- 
ing shutdowns due to ash fusing Dec 15.... 
Computer tests ACBs with speed and accuracy 
Oct 15... 
Included in salary study covering middle 
managers Sept ¥...- 
Wants to lease Piqua Municipal system July | 
Delmarva P&L: Gets state approval to erect tong 
delayed 500 kv line across Delaware River and 
close remaining link of PJM loop from PSE&G's 
Salem Unit 1 July 15... 
Proposes new 3-part electric rate for all 
residential customers 
Will require security deposits from poor 
payment record customers Sept 15... 


Detroit Edison Co: Continues to offer free 
light bulb replacements free to customers 
but they can be sued for triple damages un- 
der federal antitrust laws Sent Bi20c 
Cooling demand controls look good July 15.. 
Detects buried steam leaks with acoustics 

daly tiscce 
Information system speeds retrieval Oct 1. 
Uses insulation for stack liners which re- 
sists 850F OE Betueecs 
Utilities zero in on insulation programs 
Oct 15. 

Fred De Vito Inc: Epoxy adhesive pressure bonds 
insulator elements Wav 16, ..6e 

Donaldson, Lufkin & Jenrette: Utility analyst 
reports that electric utility industry will 
need annual rate increases of 5-10% over 
next five years to fund projected expansions 

a 

Dow Chemical: Develops non-PCB fluid for capa- 
citors jointly with McGraw-Edison Oct 15.. 
Foundation insulation: A way to save energy 

Aug 1...00. 

Duke Power: Bd of Trustees of University of 
NC approves sale of all off campus utilities 
at Chapel Hill including town's electric sys- 
tem to Duke 
Gets windfall in surcharge fight July 1 
Take FEA to task for its recommendation 
that every utility should have a Mr. Power 
Plant Reliability Gav ficscee 
US District Court judge to decide whether a 
suit filed by environmentalists against 
Duke and NRC has sufficient merit to go on 
trial Mov Pocccue 

Duncan Electric: Advises shareholders to accept 
cash offer from Amerogyr Inc Get BWS.ccc. 


E 


E-Systems Inc: 5 Mw solar thermal electric plant 
is goal of two phase five-yr program under 
guidance of Texas Tech University Oct 15... 

Ebasco Services: Epoxy coating controls pump 
erosion 
Is asked to develop four methodologies for 

costing, dealing with historical and fut- 
ure test period embedded costs and short 
and long run marginal costs, and convert 
those costing techniques into rates Sept | 
Price elasticity study indicates that elec- 
tricity's price elasticity lies in the 
inelastic range between 0 and -1 Nov 15.. 

Economics Sciences Corp: Time sharing: Bigger 
and better Oct 15..... 

Electric Power Board of Chattanooga: Vacuum 
switches broaden UG job options Oct 15..... 

Electric Power Research Institute: Putting 
plutonium in perspective Be Peccese 

Electronic Associates: Nuclear simulator built 
by EA for Vepco streamlines operating train- 
ing July 15.... 

Energy Conservation Systems Inc's device pro- 
motes conservation by computing electricity 
bill before the consumer's eyes Sept 1..... 

Energy Transport Systems: Politics said to hamp- 
er coal slurry lines Oct 

Energy Utilization Systems: Conducts study of 
homes with zoned electric baseboard heating 
and room air conditioners 

Engard Coating Corp: Epoxy coating controls 
pump erosion Ca ere 

Evergreen Helicopters: NPPD contracts 10 heli- 
copters from Evergreen to repair storm-dam- 
aged system Aug 15..... 

Exxon: NRC begins detailed safety review of 
Exxor's application to build fuel reprocess- 
ing and- recycling center within ERDA's Oak 
Ridge Reservation Aug 15...... 

Exxon Research & Engineering: Japan's Chubu 
Electric Power agrees to test Exxon's noncat- 
alytic NO. treatment process Aug 1§...006 


F 


Fayetteville (NC) Public Works Commission: 
Vacuum switches broaden UG job options 
Oct 15..... 


Florida Power Corp: Plans to build new energy 
control center to promote cost savings 


Uses solar energy to cut UG cable sheath 
corrosion Sept 1 
Florida Power & Light: Fighting federal 
air regulations July 1 
Florida PSC begins hearings on proposal by 
Florida P&L to pay for its Hutchinson Is- 
land N-plant 
Operates old elbow connectors confidently 


Postpones South Dade 1 and 2 PWR order from 
Westinghouse 
Flow Research Inc: Will design instrumentation 
and data acquisition system for experimental 
station to test techniques for controlling 
particulates resulting from coal combustion 
July 1 
Foster Wheeler Energy Corp: Shop tubing of 
condensers wins converts Sept 15.<.2. 
Foundation Sciences Inc: Underground siting is 
a nuclear option July Vices 36 
Frost & Sullivan: Study forecasts production 
of substitute natural gas will rise from 
zero today to I-trillion cu ft/hr by 1990 
Get 15.5.2 
Foresees fossil plant boom ahead July 1... 
-B. Fuller Co: Manufactures Monolar mastic, 


an elastomeric coating used by Mississippi 
PéL 


G 


General Motors Corp's Detroit Diesel Allison 
Div: Electric Utility Fleet Managers' 
Conference: Talk sessions highlight fleet 
managers’ meet 
General Atomic: Kaiser together with GA has 
developed a program for evaluating cooling 
system optimization July 15.... 
Part of consortium to investigate gas tur- 
bine HTGR design Dec Passes 20 
General Cable: Develops mobile field test lab- 
oratory for evaluating extruded dielectric 
cable systems (UG cable systemsspecial re- 
port) One Giscccs 47 
General Electric: Cleared to acquire Utah 
International Nov 15..... 124 
GE and Commonwealth Edison have installed a 
substation distribution automation research 
system at LaGrange Park substation Sept 1.. 36 


Computer tests ACBs with speed and accuracy 
Oct 82 


Dallas P&L teams up with GE to study sun's 
impact on heat pump Gee Racawe< 66 
Develops cryoresistive cable (UG cable sys- 
tems special report) Oct 53 
Receives contract from EPA for coal desul- 
furization by means of microwave Oct I... 17 
Program target is to help minimize duration 
of planned outages, while reducing forced 
outage rates of BWR Sept 15.... 79 
Reliability evaluation undergoes test 
Sept 15.... 116 
Study shows steam cycle gives lowest elec- 
tricity cost July 15.... 118 
To develop superbattery for bulk energy 
storage under contract to EPRI Dec | 80 
UHV research moves to 3-phase testing Oct 15 42 
General Motors: How to get good ideas from 
workers Oct 95 
General Public Utilities: American Science & 
Engineering agrees to buy rights to GPU's 
load management remote meter reading 
system July 1 
Georgia Power: Asks SEC and Ga. PSC for author- 
ization to serve as guarantor of $12-million 
loan to Harlan County Land Co to develop and 
mine coal 
Conducts tests to analyze surge propagation 
with Kearney Ree BSc scaskc 
Cooling demand controls look good July 15.... 
Co-ops and munis join Georgia Power in owner- 
ship of Vogtle plant GSE Baccaces 
Vacuum switches broaden UG job options Oct | 
Will test a combination telephone-radio con- 
trol carrier system for load management 
next summer Dec T..cceeee 
Gibbs & Hill Inc: Electricity spurs jobs, 
productivity Dec 15.. 
Urban ROW uses railroad viaduct Aug | 
Gilbert Associates: And Penn PéL engineers 
working on an anthracite coal fired plant of 
400 Mw or larger a. 
Gilbert Foam Insulation Co: Spray urethane foam 
on water storage tanks at PP&L's Montour 
generating plant Nov I.. ‘ 
Goldman Sachs: How big is the underdepreciation 
problem? Nov 15....... 115 
Graybar Electric Co: Is oldest and largest 
employee owned company in US Ot Beccacdas, 
Green Mountain Power: Re-establishes a market- 
ing department in a major reorganization of 


corporate structure July 15 


Study of rates finds two innovative rates 
get high marks 


powered hydraulically operated mobile 

trenching and cable laying machine Aug 15.. 77 
Guildline instruments Ltd: Develops ac-compen- 

sated CT tester used by Metropolitan Edison 


H 


Harbison-Walker Refractories: Develops superduty 
refractory gunning mix for Bruce Mansfield 
station Dec I.... 

Harlan County Land Co: Georgia Power asks SEC 
and PSC for authorization to serve as guaran- 
tor of $12-million loan to Harlan County Land 
Co to develop and mine coal Sept 15 

Louis Harris & Associates: Harris Survey shows 
public still favors building more N-plants 


Harshe-Rotman & Druck Inc: How Utilities 
can handle mass media Rea Basiccas 
Hay Associates: How's the weather inside? 
July 15.... 
Heimer Coal: Pacific G&E is buying piece of 
coal rich Uinta Basin owned by Heimer 
july 15.... 
Hercules Construction Co: Installs wastewater 
pipe at Potomac Electric Power's Potomac 
River plant Sept | 
Develops Corflo Multiduct for UG applica- 
tions requiring pipe or conduit cabling 
access (UG cable systems special report) 
Oct 
Heyl & Patterson Inc: Designs and manufactures 
coal dryer system at PP&L's Montour generat- 
ing plant 
Hill & Knowlton: Lack of communication is 
employees biggest problem 
Hitachi Ltd: To develop centrifugal gas separa- 
tors for Japan's first pilot uranium enrich- 
ment plant 
Home Light & Power: Home L&P and PS of Colorado 
explore merger possibilities 
Houston Lighting & Power: Central & Southwest's 
attempt to force Texas to go interstate is con- 
demned by Texas Utilities and Houston L&P 
Dec 15. 
Politics said to hamper coal slurry line 
Oct 1. 
Reactivates planning for Allens Creek on 
modified schedule Oct 
South Texas Project partners battle over 
cost, ownership Oct 
Hydro Quebec: Erects experimental 735 kv cate- 
nary towers Gee W..ccece 


ITE Imperial: L.A. Kilar and J.C. Cronin present 
paper at IEEE UG T&D show comparing market 
potential of SF, insulated cable with that of 
conventional types with results to the year 
2000 cone, 48 

ITT Meyer Industries: Plains Electric G&T co-o 
use ITT Meyer direct embedded poles to replace 
wood at 115 kv 


Idaho Power: Teton Dam collapse knocks 
out power units 
Indiana & Michigan Electric: Shop made UG 
pipe pusher mated to line trucks (UG cable 
systems special report) Oct 
Ingersoll-Rand: Condensers used at AEP's 
John E. Amons Unit 3 and James M. Gavin 
Units | and 2 Aug |.. 
Institut de Recherche de L'Hydro Quebec: 
Epoxy adhesive pressure bonds insulator 
elements 
Participant in privately funded research 
project to explore full UHV range and 
identify eventual optimized UHV level 


IBM: How to get good ideas from workers 
Oct 
lowa-! Illinois GSE: Claims to have contributed 
$3,000 to defeat nuclear initiative in lowa 
Sept 
Spray canal is problem at Quad Cities July 15 25 
lowa Power & Light: Sagging reactor market re- 
ceives temporary boost from $75-million plus 
contract between lowa P&L and Babcock & Wil- 
cox 
Says it did not contribute anything directly 
to nuclear initiative in lowa Sept |.... 18 
Vacuum switches broaden UG job options Oct 15 48 


J 


Jersey Central P&L: Proposes setting up a fund 





for decommissioning Oyster Creek N-plant in 
2003 and Three Mile Island in 2008 Dec 15... 


K 


Kaiser Engineers: To provide management on 
behalf of EPRI for experimental station 
to test new techniques for controlling the 
particulates resulting from coal combustion 
July 1 
Kaiser and General Atomic has developed a 
program for evaluating cooling system 
optimization July 15.... 
Kansai Electric starts work on conversion 
project Sept 
Kearney: Conducts tests with Georgia Power 
to analyze surge propagation Nov 
Vacuum switches broaden UG job options 
Oct 
Kennecott Copper: Agrees to sell its Peabody 
Coal to Newmont Mining Corp Nov 
Refers two offers for purchase of its 
Peabody Coal to its board of directors 
Oct 


i 


Landis & Gyr: Minnkota Power Co-op buys one 
of L&G's ripple control systems Oct 

Lawrence Livermore Laboratory: Reports progress 
in controlling scaling from geothermal 
brines Nov 

Leeds & Northrup: SCADA aids distribution 
operation Oct 

Leslie Co: Cleanable strainers solve problem 
of pump protection during plant startup 

Aug | 

Long Island Lighting: Will start in Jan. 
to use time of day rates Oct 

Los Angeles Dept of Water & Power: Navajo 
station dedicates third 750 Mw coal fired 
generating unit July 1 

Lunkenheimer Co: Valves used at AEP's John 
E. Amos Unit 3 and James M. Gavin. 1 and 2 


Charles T. Main Inc: Computer program speeds tower 
ground selection Aug 

Manitoba Hydro defies Canada's National Energy 
Board on transmission line routing to the 
border with North Dakota Nov 

Manufacturers of Aerial Devices & Digger-Derrick 
Council: Electric Utility Fleet Managers' Conf 
Talk sessions highlight fleet managers' meet 

July 15 

Manufacturers Hanover Trust: Signs revolving 
agreement with Wyodak Construction to complete 
US's largest air cooled coal fired steam elec- 
tric generating plant July 

Massachusetts Electric Co: President of Mass. 
Electric says burning a coal/oil slurry mix- 
ture of from 30-40% coal could save consumers 
millions of dollars Aug 

Massachusetts Municipal Wholesale Electric Co: 
Represents local power companies to issue 
bonds to buy minority interests in six pro- 
posed power plants in New England Sept 15... 

Metropolitan Edison: Uses digital readout ac 
compensated current comparator type test set 

Nov 

Minnesota P&L: Included in a salary study cover- 
ing middle managers Sept 

Minnkota Power Cooperative: 
system for use by its 12 


Buys ripple control 
members Oct 


Minnesota P&L: Cooling demand controls look 
good July 15.... 

Mississippi P&L: Shop tubing of condensers 
wins converts Sept 15.... 
Uses tank overcoat to protect sprayed-on 

urethane Nov 

Mitre Corp: Prepared EPR! sponsored report 
that assesses various communication al- 
ternatives of automated distribution sys- 
tems Dec 

Mitsubishi Heavy Industries: To develop cen- 
trifugal gas separators for Japan's first 
pilot uranium enrichment plant Dec 

Mobay Chemical Corp: Manufactures chemicals 
for urethane foam insulation used at 
PP&L's Montour generating plant coal 
prepping station 

Monsanto to drop manufacture of PCB insulat- 
ing fluid by October 1977 Nov 

Moniana Power Co: Gets approval to build two 
more 700 Mw coal fired units at Coalstrip 

July 

Monterey Coal: Says coal production in US 
could be doubled by 1985-1990 Sept 15 
Says doubling of mine production by 1985-99 


would require opening 174 new mines and 
manufacture and use of 1,900 100-car unit 
coal trains costing $35 billion Sept 1.... 
Morrison-Knudsen Inc: Low risk construction 
contracts -- a way out? Sept 
Motorola: North Attleboro Municipal Electric 
Light Dept buys Motorola radio control sys- 
tem to regulate 1,000 water heaters Oct 15.. 
Murray City (Utah) Power Dept: Vacuum switches 
broaden UG job option Oct 


Mc 


McCabe Powers Body Co: Electric Utility Fleet 
Managers' Conference: Talk sessions highlight 
fleet wanagers' meet July 

McGraw-Edison Power Systems Div: Converts entire 
capacitor production to non-PCB fluid Oct 15 11 
It production test assures CL fuse integrity 

Aug | 

McGraw-Hill Book Co: publishes book prepared 
by EE! which calls for action to remedy 
country's worsening energy situation 

Sept 15 
Dept of Economics: Recent survey snows the 
physical volume of electricity output of 
the world's leading industrial nation is 
expected to increase 5.5% in 1977 Aug 1.... 
Dept of Economics: fteports utility health and 
safety spending up 42? July 1 
Dept of Econonics: Survey shows high hopes 
for business spending Dec 


N 


National Aeronautics & Space Administration: 
Study shows steam cycle gives lowest elec- 
tricity cost July 

National CSS Inc: Time sharing: Bigger and 
better Oct 

National Cable Television Assn: CATV seeks laws 
on fees for pole attachnents Oct 

National Data Corp: Time sharing: Bigger and 
better Oct 


National Economic Research Associates 
Agrees with opinion held by geologists 
that there is no need to fear that US 
will be impaired by depletion of mineral 
resources Nov 1.... 
Reports that amendments to Clean Air 
Act under consideration in US Senate 
would add 57% to electricity genera- 
tion costs already mandated under 
the act July 15... 
National Mineral Wool Insulation Assn: 
Utilities zero-in on insulation pro- 
grams Oct 15...+ 
National Science Foundation: Study shows stea 
cycle gives lowest electricity cost 
duly 15.... 
Submits report called "Energy Industrial 
Center Study'' July 15.... 
National Utility Services Inc (UK) Ltd: 
Survey shows US utilities had slowest 
rise in electricity rates over past 
year compared to other utilities in 
the world July 15 
New England Power Co: Responds to ERDA 
request for bids and applies for $6-mill- 
ion ERDA grant to develop method of burning 
a mixture of coal and oil in electric 
power plants Aug 
New Orleans Public Service: Vacuum switches 
broaden UG job options Oct 
New York Power Pool: Reliability evaluation 
undergoes test Sept 
New York State Electric & Gas: Computer man- 
ages distribution construction Dec 
Multi stream coal cleaning system is in- 
stalled at $53 million by Penelec and 
NY State G&E to provide low sulfur coal 
for three generating units at Homer City 
Aug 
Nebraska Public Power District: Hires L.E. 
Meyers to set replacement structures of 
storm damaged system Aug 
Nevada Power: Politics said to hamper 
coal slurry lines Oct I. 
Newmont Mining Corp: Kennecott Copper agrees 
to sell its Peabody Coal Co to Newmont 
Nov 
Niagara Mohawk Power: Fights uphill battle 
to retain Oneida Ltd as an industrial 
customer Nov 
Joints GE and Commonwealth Edison in substa- 
tion/distribution automation research 
system project at LaGrange Park substa- 
tion Sept 
Pays $27.5 million for uranium project 
share buying out Dalco Oil] Sept 
Uses infrared target/ranging instrument 


to map EHV transmission line July 
North American Coal Corp: Dayton P&L cancels 
coal contract for J.M. Stuart plant claim- 
ing the supplier, North American Coal, de- 
livered inferior coal causing shutdown due 
to ash fusing Dec 
North Attleboro Municipal Electric Light 
Dept: Buys a Motorola radio-control system 
to regulate operation of 1,000 water heaters 
Oct 
Northeast Utilities: Connecticut Power Faci- 
lity Evaluation Council praises Northeast 
Utilities growth forecasting methods 
Oct 
Files suit against GE for alledgedly 
breaching contracts to reprocess nuclear 
fuel July 15 


Nuclear energy produced 68% of electricity 
consumed by NU customers in May and is 
expected to supply more than 50% of this 
requirment for the year 1976 Aug | 

Northern Indiana Public Service: Begins 
construction of Bailly N-plant despite 
protests Dec 

Interior Secretary Thomas Kleep joins 
fight over its Bailly N-plant July 15 

Intervenors to continue fighting construc- 
tion of Bailly N-plant Dec 

Northwestern Mutual Life: Vast deposit of 
nahcolite ready to be mined in Colorado 
Dec 
Northern States Power: Scraps plan for big 
coal terminal Nov 

Uses a spectrophotometer from Varian Tec- 
tron Co (Australia) to monitor leakage 
of contaminants into purified primary 
water system of its Monticello N-plant 

Aug 

Utilities zero in on insulation programs 

Oct 
Nuclear Fuel Services: Moves to get out of 
the fuel reprocessing business Oct 

Studies effects of recent NRC edict that 
its West Valley reprocessing plant must 
be const~ycted to withstand 0.2 g earth- 
quake acceleration 


O 


Ohio Brass: Participant in privately funded 
research project to explore full UHV 
range and identify eventual optimized 
UHV level Nov 
Ohio Edison: Signs $120 million contract 
with BéW for two PWRs Aug 
Ohio Electric Utilities Institute: To meet 
challenge of public disenchantment of ris- 
ing electric rates, it is now set up for 
a job which will redirect them towards 
the nuclear issue Sept 
Ohio Power: Is ordered by PUC to submit 
all studies used indecision making process 
leading to decision to purchase low sulfur 
coal rather than stack scrubbing equipment 
July 15 
Single chart speeds voltage flicker 
evaluation Sept 
Okonite Co: Becomes largest employee owned 
company in US Aug 
Is largest employee owned manufacturing 
company Oct 
Oneida Ltd: Niagara Mohawk fights uphill 
battle to retain Oneida as industrial 
customer Nov 
Ontario Hydro: Energizes prototype of a 
compact 230-kv transmission line that uses 
a newly developed insulator July 
Looks ta western Canada for new coal 
supplies Sept 
Studies broadcast band am radio stations 
to act as transmitters in load manage- 
ment Nov 
Orange & Rockland: Inaugurates time of 
rates 


Owens-Corning Fiberglas Corp: Formulates and 
supplies urethane foam insulation sprayed 
on coal prepping cyclones at PP&L's Montour 
Plant Nov 
Qwens-IIlinois Inc: Investigages cable sys- 
tem that uses glass as dielectric (UG cable 
systems special report) 


Pp 


Pacific Gas & Electric: California utilities 
view coastal zoning differently Nov | 
Has a minimum of 40-Mw reserve between 
demand and its peak capability because 
of unusual heat wave in late June Aug |... 





Has FPC approval to start preliminary con- 
struction on its proposed Helms pumped 
storage project 

Is buying a piece of coal-rich Uinta 
Basin 

Justice Dept terminates antitrust inves- 
tigation at PG&E Dec 

Pinpoints four possible sites for 400-Mw 
combined cycle plant Oct 

Points out that it is making plans for in- 
land sites and is still too early to 
tell what the results of the California 
Coastal Act Sept 

Revamps top management following accidental 
death of its chairman, Shermer Sibley 

Aug 

Seeks PUC okay for air conditioning 
load management test July 15 

Slims coal stockpile after audit Dec 

Tests digital time of day meter Nov |}... 

Time sharing: bigger and better Oct 15 

Utilities zero in on insulation programs 
[ Oct 15 

Water quality problem may become a nuclear 
plant cooling asset 

Pacific Power & Light: Manufacturers Hanover 

Trust signs revolving credit deal with Wyodak 

Construction; agreement executed by PPéL 

and Black Hills PéL July 1 

Portland voters turn down proposal to muni- 
cipalize PP&L's service area Dec 

Pacific Resources Inc: San Diego G&E with- 
draws from a proposed $150-million refin- 
ery project to have been built by Pacific 

Resources Inc 

Pacific Scientific Co: Develops snubbers to 
tame seismic shock to piping in power 
plants Sept 

Parsons, Brinckerhoff, Quade & Douglas Inc: 
UG siting is a nuclear option July 

Peabody Coal: Kennecott Copper agrees to 

sell Peabody to Newmont Mining Nov 15 

Kennecott refers two offers for purchase 
of its Peabody Coal to board of direc- 
tors Oct 

Pennsylvania Electric: Is studying effects 
of insulated conductors and closer phase 
spacing on 115 kv lines to reduce ROW 
requirements Aug 

Multi stream coal cleaning system is 
installed at $53 million by Penelec 
and NY State G&E to provide low sulfur 
coal for three generating units at 
Homer City Aug | 

Pennsylvania P&L: Anthracite fired power 
plant hinges on Clean Air Act Amendments 
according to Penn P&L feasibility study 


Study says an anthracite coal fired plant 
of 400-Mw or more is feasible in eastern 
Pennsylvania Nov 
Says biggest threat to possibility of 
building anthracite fired electroc gen- 
erating plant in Pennsylvania is lack 
of clearly defined air quality control 
policy Sept 
Uses polyurethane foam insulation for 
coal prepping station at Montour gen- 
erating plant Nov 
Philadelphia Electric: Projects savings due 
to nuclear power of 25% in 1985 Sept 1 
Urban ROW uses railroad viaduct Aug | 
Westinghouse uses test facility located 
at PE's Chester station to test full 
scale T-G blades 
Will study alternative UG transmission 
systems to determine technical and econo- 
mical advantages for all cable systems 
Aug | 
Plains Electric Generating & Transmission Co-op: 
uses direct imbedded poles to replace wood at 
115 kv Dec 
Plastic Piping Systems: Develops butt fusion 
machine which joins lengths of PB pipe 
used at Potomac ElectricPower wastewater 
pipe installation project Sept 
Portland Dept of Public Utilities: Studies life- 
line rates and they get a failing grade 


Potomac Edison: Demand controller shaves 
winter peak Oct 
Potomac Electric Power: Potomac River 
station uses polybutylene to handle 
high temperature corrosive liquids in 
wastewater neutralization system Sept 
Power Authority of the State of New York: 
Moves to take over community power needs 
of cities Sept 
Power Construction Co: Replaces structures 
of NPPD's storm damaged system Aug 15 
Power Technologies: Investigates cable sys- 
tem that uses glass as the dielectric 
(UG c able systems special report) Oct 1... 
Precision Polymers Inc: Manufactures PB 
Pipe selected for Potomac Electric Power 
wastewater pipe installation 
PS Co of Colorado: Colorado PUC amends demand/ 


energy rate granted to PS Colorado Dec |... 
PS Colorado and Home Light & Power explore 
merger possibilities 
Is cooperating with EPRI in establishing 
an experimental station to test new 
techniques for controlling coal com- 
bustion particulates July 1 
Utilities zero in on insulation pro- 
grams Oct 
Public Service Electric & Gas (NJ) Delmarva 
P&L gets state approval to erect long 
delayed 500-kv line across Delaware River 
and close remaining link in PJM loop from 
PSE&G's Salem nuclear Unit |! July 15.... 
Demand controllers get mixed reception 
Nov 15.... 
Electric Utility Fleet Managers’ Conf 
Talk sessions highlight fleet managers 
meet 
Regarding company communications Aug |. 
PS of New Hampshire: Police arrest 18 anti- 
nuclear demonstrators at Seabrook N-plant 
under construction Sept 
Says numerous polls indicate that large 
majority of local residents favor Sea- 
brook N-plant project Sept 15 


PS Co of Oklahoma: Operates gas fired combined 
cycle plant on base load Oct 
Jane Kilby chairs the newly formed NE:W, a 
group of professional women supporting 
nuclear power technology 


Q 


Quadri Sciences Inc: Energy nuclear consultant 
writes book called ''America's Energy'' which 
gives coverage of the energy crisis July 15. 


R 


RTE Corp: Operates old elbow connectors 
confidently (Florida P&L) Nov 

Rand Corp: Says federal intervention may be 
needed to keep coal rich states of Northern 
Great Plains from demanding end getting 
exhorbitant taxes for their coal Dec 15 

Roberts & Schaefer Co: Constructs coal 
dryer system at PP&L's Montour generat- 
ing plant Nov 

Rust Engineering: Pneumatically applies fire- 
clay to Bruce Mansfield station's bottom ash 
hopper 


S 


Sacramento Municipal Utility District: Time 
sharing: Bigger and better Oct 
Salt River Project: Navajo station dedicates 
third 760 Mw coal fired generating unit 
July 1 
Politics said to hamper coal slurry line 
Oct 
Salomon Brothers: Say upward climb of utility 
stocks in 1976 has been termed remarkable 
Nov 
San Antonio (City of): South Texas Project 
partners battle over cost, ownership 
Oct 
San Diego G&E: California utlities view 
coastal zoning differently Nov 
Remains neutral on California Coastal 
Act Sept 15.... 
Wants industry participation in demonstra- 
tion geothermal power plant Dec 
Weighs construction of large coal gasifi- 
cation plant on Kaiparowits Plateau of 
southern Utah Sept 
Withdraws from proposed $150 million re- 
finery project Aug 
Sargent & Lundy: Customize transmission 
line ROW selection 
Scientific Atlanta: To build combination 
telephone-radio control carrier system 
load management for Georgia Power Dec 
Seattle City Light: Unveils conservation 
plan to cut 20% of projected load Dec 
Vacuum switches broaden UG job options 
Oct 
Sierra Pacific Power: Michael Sullivan says 
government overpredicts air pollution in 
the mountainous West 
Plans significant increase in equity 
ratio Oct 1...... 
Sikorsky: Skycrane helicopter replaces storm 


damaged structures on Nebraska PPD sys- 
tem 
Slurry Transportation Assn: Claims that slurry 
pipelines are environmentally more desir- 
able, require less energy, and are less 
susceptible to inflated costs at Greater 
Coal Utilization Conference 
Politics said to hamper coal slurry 
lines Oct 
Societa Anomina Elettrificazione of Italy: 
Participant in privately funded research 
project to explore full UHV range and iden- 
tify eventual optimized UHV level Nov I.. 
Solar Power Corp: Supplies solar generator 
for solar powered radio repeater used by 
utility transmission line M&R crews Sept 
Southeastern Data Cooperative Inc: Time 
sharing: Bigger and better Oct 
Southern Co: expected to take most of out- 
put of Wheelabrator-Frye planned coal 
refining plant in Kentucky 
Will undertake first commercial use of 
solvent refined coal in test financed 
by ERDA Aug | 
Southern California Edison: California 
utilities view coastal zoning differently 
Nov 
Says that despite increased risks from US 
growing dependence on foreign oil, the 
nation has yet to implement any energy pol- 
icy Sept 
Supports innovation and product improvement 
of capacitors . 
Switches no to yes after California Coastal 
Act was amended Sept 
Weighs construction of large coal gasifica- 
tion plant on Kaiparowits Plateau of 
southern Utah Sept 
Southwest PPD: Cooling demand controls look 
good July 
Southwestern Engineering: Shop tubing of 
condensers wins converts Sept 15 
Stal-Laval Turbine AB: Technical director 
writes book which is expected to become 
prime factor in antinuclear movement in 
Sweden 
Stone & Webster: Conducts study of future 
industrial energy utilization July 15 
Stone & Webster Engineering Corp: 
Five utilities serving Northeast join 
S&W to evaluate ways for generating power 
using liquid fuels derived from coal 
Oct 
Has NRC approval for a standard ref- 
erence plant July 1 
How to benefit from management audits Nov 
To operate high temperature cleanup test 
programs at experimental station which 
will test new techniques for controlling 
particulates resulting from coal combus- 
tions July t.... 
Struthers-Wells: Feedwater heaters used at 
AEP's John E. Amos Unit 3 and James M. 
Gavin Units | and 2 


T 


Texas Utilities: Agrees to install scrubbing 
system on its Monticello Unit Dec 
Agrees to pay civil penalties for alleged 
violation of state clean air laws regard- 
ing burning of lignite Nov 
Asks district court to block first attempt 
in the state to tax coal and lignite re- 
serves Oct 
Central & South West's attempt to force 
Texas to go interstate is condemned by 
TU and Houston L&P Dec 
Is looking into coal as an alternative 
Sept 15.... 
Tokyo Shibaura Electric: To develop centri- 
fugal gas separators for Japan's first 
pilot uranium enrichment plant Dec 
Towers, Perrin, Forster & Crosby: Lack of 
communication is biggest employee problem 
Aug 
Tucson Gas & Electric: Navajo station dedicates 
thrid 750 Mw coal fired generating unit 


U 


Underground Power Corp: Develops cryoresistive 

cable (UG Cable systems special report) 
Oct 

Union Electric Co: Electric Utility Fleet 
Managers Conference: Talk sessions high- 
light fleet managers’ meet 

United I}luminating: Connecticut Power Facility 
Evaluation Council berates United |] luminat- 
ing's growth forecasting methods Oct 15 





United Mine Workers: Indicate that increased 
requirements for skilled workers for both 
mining and transportation could be solved 
if state programs were initiated (at Greater 
Coal Utilization conference) Oct 

United Nuclear: Douglas Johnson tells nuclear 
fuels conference that government stockpiles 
represent one of the greatest uranium mines 
in the world 

United Power Assn: And Cooperative Power 
Assn agree to Gov Wendell Anderson's request 
to stop work on 400 kv dc line in Minnesota 
and meet with interested parties to reach 
compromise with angry farmers 

United Technologies Corp: Jointly sponsors 
fuel cell technology plant with ERDA and 
EPRI Sept | 

Universal Oil Products: Receives $60-million 
order from Commonwealth Edison for SO 
scrubber Sept . 1G sc 

Utah International: GE cleared to acquire 
Utah International 

Utah Power & Light: Energizes 345 kv tower 
which combines price, beauty 
Naughton station cut out of grid due to 

massive power failure that blacked out 
parts of Utah & Wyoming 
Suffers damage on 290 miles of T&D line 
destroyed by Teton Dam collapse July 1.,. 26 


V 


Varian Tectron Co (Australia): Northern States 
Power uses a spectrophotomer from Varian to 


monitor leakage of contaminants into purified 
primary water system at Monticello N-plant 


Vermeer Manufacturing Co: Develops new trench- 
er for long run UG transmission or primary 
distribution lines (UG cable systems special 
report) 
Vilsmeier Auction Co: Elevtric Utility Fleet 
Managers' Conference: Talk sessions highlight 
fleet managers' meet 
Virginia Electric & Power: Gets windfall in 
surcharge fight 
Nuclear simulator build by Electronic 
Associates for Vepco streamlines 
operating training 

Tube failure at Surry 2 causes six other 
nuclear plants to be checked for steam 
generator problems 

Utilities zero-in on insulation programs 


WwW 


Wellman-Lord: Clean fuel and scrubbing com- 
pared 

Western Gasification Co: Describes difficult 
path it has been treading in pursuit of a 
large coal gasification path at Greater 
Coal Utilization conference 

Western Precipitation Div of Joy Manufactur- 
ing Co: To supply precipitators and operate 
precipitator test programs at experimental 
station which will test new techniques for 
controlling particulates resulting from coal 
combustion 

Western States Commercial Communications: De- 
velops solar-powered radio repeater for use 
by utility transmission line maintenance and 
repair crews 

Westinghouse Electric Corp: Austin (Tex) resi- 
dents support nuclear 3:1 as they voted 
to continue participation in South Texas 
Nuclear Project--two PWRs from Westing- 
house 
Advises NRC of potential safety related 

problem that caused failure of steam 
generator tube at Vepco's Surry plant 


Combined cycle attains low heat rate 


Completes five year test program on LMFBR 
control rod system reliability and re- 
ports that safe operation is assured at 
Fast Flux Test Facility 

Conducts research program to study electri- 
cal behavior of forced-cooled cables 
(UG cable systems special report) Oct 1... 53 

ERDA selects B&W and Westinghouse to develop 
two types of steam generators for future 
LMFBR plants 

Files antitrust suit against 29 uranium 
producers 

Lab tests full scale T-G blades Aug 15 

Operates experimental unit which produces 
fuel gas from troublesome caking coals 


Shop tubing of condensers wins converts 
Sept 15 
Study shows steam cycle gives lowest 


electricity cost July 15 
Z-metering: An alternative for 3-phase 
loads 
Westinghouse Environmental, Systems: Says govern- 
ment overpredicts air pollution in the moun- 
tainous West 
Wheelabrator-Frye plans $150-million coal 


refining plant in Kentucky 


Wild Heerbrugg Co: Manufactures electronics 
distance measuring device for mapping and 
surveying July 1 

Wisconsin Electric Power: Converts to digji- 
tal control system 
Tells PSC that continuing regulatory delays 

on Koshkonong will increase station's 
cost by another $200-million Sept 1 

Wisconsin P&L: Half of wastes generated from 
burning coal at its power plants are find- 
ing new uses 

Witco Chemical: Develops Witron polybutylene 
resin to make pipe for Potomac Electric 
Power wastewater pipe installation Sept 1.... 

Wyodak Construction: Manufacturers Hanover 
Trust signs revolving credit agreement 
with Whodak to complete US's largest air- 
cooled coal fired steam electric generat- 
ing plant 


Y 


Yankee Gulch Joint Venture: Vast deposit of 
nahcolite ready to be mined in Colorado 


York: Is back in heat pump business after 
3-yr hiatus 
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